This is a reproduction of a iibrary book that was digitized 
by Googie as part of an ongoing effort to preserve the 
information in books and make it universally accessible. 

Google" books 

https://books.google.com 




ooo '^cNjco 




p 


m 


C PAMPHLET 


^OCL 


C. 


AMCP 706-345 
-- 



ENGINEEKING DESIGN 
HANDBOOK 

CARRIAGES AND MOUNTS 

SERIES 


EQUILIBRATORS 


-LIBRARY- 


PUBLIC AFFAIRS ^FRVICE 

FEB 8 1971 

UNIVEHSIfY OF CALiruRNIA 
LOS ANGELES 


^ADQUARTERS,^Sj^MY MATERIEL COMMAND DECEMBER 1970 

Google 


Digitized by ^ 



















Digitized by i^ooQle 



MS’. ^f57'7'o5 


HEADQUARTERS 

UNITED STATES ARMY MATERIEL COMMAND 
WASHINGTON, D.C. 20315 

AMC PAMPHLET 16 December 

No. 706-345* 

ENGINEERING DESIGN HANDBOOK 
Sutiect EQUILIBRATORS 

List of Figures . ^ ^ ^ 

List of Symbols . iv 

INTRODUCTION . 1 

TYPES OF EQUILIBRATORS. 2 

SELECTING AN EQUILIBRATOR. 6 

EQUILIBRATOR DESIGN. 7 

FACTORS INFLUENCING DESIGN. 7 

Weight Moment of Tipping Parts... 7 

Friction . 7 

Packing Friction . 8 

BASIC EQUILIBRATOR CALCULATIONS. 9 

Equilibrator Placement. 9 

Mechanics of Perfect Balance Equilibrators. 9 

Mechanics of Approximately Balanced Systems. 14 

Mechanics of a Torsion Bar Equilibrator . 16 

Mechanics of a Clock-Spring Type Equilibrator. 18 

Mechanics of a Phase Adjustment Device. 20 

Mechanics of an Azimuth Equilibrator. 22 

Performance Calculations. 24 

Performance of a Spring-Type Equilibrator. 24 

Performance of Pneumatic and Hydropneumatic Equilibrators .. 26 

SPRING EQUILIBRATOR DESIGN. 29 

PNEUMATIC EQUILIBRATOR DESIGN. 29 

Gas Volume.- -. 29 

Maximum Pressure . 30 

HYDROPNEUMATIC EQUILIBRATOR DESIGN . 31 

DESIGN OF EQUILIBRATOR COMPONENTS. 31 

Cylinder Design . 32 

Piston Rod . 33 


*This pamphlet supersedes AMCP 706-345, April 1960 (formerly ORDP 20-345)• 


i 


Digitized by i^ooQle 































r 


AMCP 706-345 


EQUILIBRATORS 



Subject Page 

Terminals . 33 

Packings . 34 

Belleville Springs. 34 

Tanks, Liquid and Gas. 35 

Equilibrator Adjustment . 36 

Semiautomatic Adjustment . 38 

Suggested Materials for Equilibrator Components. 40 

Manufacturing Procedure. 41 

MAINTENANCE OF EQUILIBRATORS. 41 

APPENDIX I — SAMPLE CALCULATIONS FOR PNEUMATIC 
EQUILIBRATOR PERFORMANCE . 42 

A. EQUILIBRATOR MOMENT ARM . 42 

B. WEIGHT MOMENT. 42 

C. GAS VOLUME. 42 

D. MANUAL ELEVATION . 45 

E. MANUAL DEPRESSION . 46 

F. POWER ELEVATION. 46 

G. POWER DEPRESSION. 49 

H. POWER DEPRESSION AFTER MANUAL ELEVATION 50 

APPENDIX II — SAMPLE CALCULATIONS FOR SPRING 
EQUILIBRATOR PERFORMANCE . 51 

A. PERFECT BALANCE EQUILIBRATOR. 51 

B. APPROXIMATE BALANCE EQUILIBRATOR. 52 

Geometry. 52 

Weight Moment. 52 

Spring Analysis . 52 

GLOSSARY . 55 

BIBLIOGRAPHY. 57 

INDEX . 58 


I I 


11 



Digitized by i^ooQle 





























AMCP 706-345 


EQUILIBRATORS 


LIST OF FIGURES 


Figure Page Figure Page 


1 Weapon Showing Typical Equi- 

librator Installation . v 

2 Pull-Type Equilibrator . 2 

3 Push-Type Equilibrator . 2 

4 Chain-Type Equilibrator. 3 

5 Spring Equilibrator. 3 

6 Torsion Bar Equilibrator. 3 

7 Clock Spring Equilibrator. 4 

8 Pneumatic Equilibrator. 5 

9 Hydropneumatic Equilibrator .. 5 

10 Types of Equilibrators . 5 

11 Geometry of Weight Moment of 

Tipping Parts. 6 

12 Equilibrator Geometry Showing 

Components . 7 

13 Piston Seal Assembly Showing 

Pressure Distribution and Ap¬ 
plied Loads . 8 

14 Geometry of Equilibrator Shown 

Below Trunnions . 10 

15 Geometry of Equilibrator Shown 

Above Trunnions . 11 

16 Force-Deflection Curve of 

Spring . 13 

17 Trend Curve of Equivalent Total 

Energy. 14 

18 Equilibrator Force Curve. 15 

19 Torsion Bar Linkage. 16 

20 Torsion Bar Equilibrator — 

Chain Type. 18 

21 Geometry of Clock Spring Equi¬ 

librator . 19 

22 Spring Equilibrator with Phase 

Adjustment . 20 

23 Line Diagram of Phase Adjust¬ 

ment Linkage. 21 

24 Spring-Type Azimuth Equilibra¬ 

tor . 22 


25 Azimuth Equilibrator Positions 23 

26 Friction Moments During Eleva¬ 

tion . 25 

27 Friction Moments During De¬ 

pression . 27 

28 Equilibrator Heat Sink. 28 

29 Equilibrator System Arrange¬ 

ment . 31 

30 Two Methods of Applying Pres¬ 

sure in Cylinder.:. 32 

31 Cylinder Head, Rod End. 32 

32 Rod Showing Applied Loads and 

Moments . 33 

33 Cylinder Terminal . 33 

34 Loading Diagram of Pin and 

Bearing . 34 

35 Typical Packing Assembly. 35 

36 Section of Oil Reservoir. 35 

37 Variable-Moment-Arm Adjust¬ 

ment . 36 

38 Equilibrator Geometry for Ad¬ 

justment . 37 

39 Semiautomatic Adjustment . 39 

40 Schematic of Linkage for Ad¬ 

justment. 40 

41 Geometry of Typical Pneumatic 

Equilibrator . 43 

42 Geometry for the Weight Mo¬ 

ment . 43 

43 Equilibrator Performance 

Curves for a Frictionless Sys¬ 
tem . 44 

44 Equilibrator Performance 

Curves for Manual Operation 47 

45 Equilibrator Performance 

Curves for Power Operation .. 48 

46 Geometry of Spring Equilibrator 51 


Digitized by 


Google 


111 












































AMCP 706-345 


EQUILIBRATORS 


LIST OF SYMBOLS 


A = Effective piston area 
c = Distance from trunnion to fixed 
equilibrator pivot on carriage 
D = Subscript denoting maximum angle 
of depression 

d = Distance from movable equilibrator 
pivot to r 

E = Modulus of elasticity 

Et = Total spring energy 

F = Equilibrator force or spring force 
Fa = Frictional force produced at car¬ 
riage bearing 

Fb = Frictional force produced at cradle 
bearing 

Fo = Chain tension 

Ff = Total frictional force in rod 

Fg = Gas force on equilibrator piston 
Fm = Maximum spring force 
Fp = Radial force exerted by packing 
Fb = Net equilibrator rod force 
Fw = Weight components causing unbal¬ 
anced moment in traverse 
fp =r Packing frictional force 
f(T)= A function of T 
I = Moment of inertia of cross section 
Kp = Pressure factor 
Kg = Spring rate 
Kt = Spring rate, torsion bar 
L = Length of equilibrator, general 
Ltn = Maximum equilibrator length 
Lg — Actual length of clock-type spring 
Le = Length of equilibrator at any angle 
of elevation 

aL = Equilibrator travel or stroke, at any 
position 

M = Bending moment 
Me = Equilibrator moment about trun¬ 
nions 

Mg = Torsion bar torque applied to tip¬ 
ping parts 

M^o — Weight moment 
m = Reciprocal of Poisson's ratio 
n = Defined in the relation PV'^ = a 
constant 

P = Gas pressure, general 
Pa Gas pressure, absolute 
P^ =1 Maximum fluid pressure 


P, = Packing pressure produced by 
spring 

Pg = Gas pressure at any angle of eleva¬ 
tion 

Q = Location of c.g. of tipping parts 

R = Turning radius of equilibrator 

about trunnions 
P, r= Radius of chain drum 
Rt Distance, trunnion axis to c.g. of 
tipping parts 

r = Equilibrator moment arm, perpen¬ 
dicular from trunnion to Le 
S = Spring deflection at maximum 
weight moment 

Sm = Maximum spring deflection 

T = Absolute temperature; also 

required torque 

Ta = Frictional torque at carriage bear¬ 
ing 

Tb = Frictional torque at cradle bearing 
Te = Torque required by elevating 
mechanism 

Tg = Torque provided by torsion bar 
Tt = Torque required of torsion bar 
u = Subscript denoting w® of elevation 
V = Gas volume, general 
Ve = Gas volume at any degree of 
elevation 

aF = Change in gas volume 
Wt = Weight of tipping parts 

Z = Section modulus 

Q Subscript denoting zero position 
a = Angle between R and Rt 
B = Angle of elevation 

Bt = Slope of terrain 

fi z= Coefficient of friction 
p = Leakage factor 

<7 = Stress, general 

(Tc = Compressive stress 

at = Tensile stress 

it> = Angle locating c.g. of tipping parts 

from horizontal line through trun¬ 
nion 

ff>a = Angle locating c.g. of traversing 
parts from horizontal line through 
turret center 

= Angle between R and c, variable 


Iv 


Digitized by i^ooQle 



EQUILIBRATORS 


AMCP 706>34S 



FfOtff* I. Weapon Showbtg Typkal fqwlfIJbrafer ImtaffoMwi 


V 


Digitized by i^ooQle 



AMCP 706-345 


PREFACE 

The Engineering Design Handbook Series of the UoS. Army Materiel Com¬ 
mand is a coordinated series of handbooks containing basic information and 
fundamental data useful in the design and development of Army materiel and 
systems. The handbooks are authoritative reference books of practical in¬ 
formation and quantitative facts helpful in the design and development of 
Army materiel so that it will meet the tactical and technical needs of the 
Armed Forces. 

This handbook has been prepared as one of a series on Carriages and 
Mounts. It presents information on the fundamental operating principles of 
equilibrators, on that part of the artillery assemblage which overcomes 
the unbalance of the tipping parts, or in the case of an azimuth equilibrator, 
compensates for the effect of tilt of the mount. Comparisons of various 
types of equilibrators are presented with guides for the selection of the 
desirable type. 

This handbook was prepared by the Franklin Institute Research Labora¬ 
tories, under subcontract to the Engineering Handbook Office of Duke 
University, prime contractor to the U.S. Army Materiel Command for the 
Engineering Design Handbook Series. Technical assistance was given by 
the U.S. Array Weapons Command. 

The handbooks are readily available to all elements of AMC, including 
personnel and contractors having a need and/or requirement. The U.S. Army 
Materiel Command policy is to release these Engineering Design Handbooks to 
other DOD activities and their contractors and to other Government agencies, 
in accordance with current AR 70-31, 9 September 1966. Procedures for ac¬ 
quiring these handbooks follow: 

a. Activities within AMC, and other DOD agencies, order direct on an 
official form from: 


Commanding Officer 
Letterkenny Army Depot 
ATTN: AMXLE-ATD 
Chambersburg, Pennsylvania 17201 
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b. Contractors vho have Department of Defense contracts should 
submit their requests through their contracting officer with proper 
justification to the address listed in paragraph a. 

c. Grovernment agencies other than DOD having need for the hand¬ 
books may submit their requests directly to the address listed in paragraph 
a,or to; 


Commanding General 
U. S. Army Materiel Command 
ATTN; AMCAM-ABS 
Washington, D. C. 20315 

d. Industries not having Government contracts (this includes 
colleges and universities) must forward their requests to; 

Commanding General 
U. S. Army Materiel Command 
ATTN; AMCRD-TV 
Washington, D. C. 20315 

e. All foreign requests must be submitted through the Washington, 
D. C. Embassy to; 

Assistant Chief of Staff for Intelligence 
ATTN; Foreign Liaison Office 
Department of the Army 
Washington, D. C. 20310 

All requests, other than those originating within DOD, must be 
accompanied by a valid justification . 

Comments and suggestions on this handbook are welcome and should 
be addressed to Army Research Office-IXirham, Box CM, Duke Station, 
Durham, North Carolina 27706. 
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Equilibrators * 


INTRODUCTION 


1. This handbook, one of a series on Car- 
ria^s and Mounts, describes equilibrators, 
their characteristics, functions, requirements 
and design features. 

2. Mobile artillery should have a low sil¬ 
houette and low center of gravity and yet 
be able to Are at hi^, as well as low, eleva¬ 
tion. To provide clearance for recoil at high 
elevation, it is necessary that the recoiling 
parts be placed well forward with respect to 
the trunnions. This places the center of grav¬ 
ity of the tipping parts ahead of the trun¬ 
nions, and creates a muzzle preponderance, 
or weight moment. This weight moment, 
without further provision is balanced by a 
couple applied at the trunnions and elevating 
gear, but the large force on the gear requires 
more effort for elevating. Hence, it is desira¬ 
ble to eliminate, or at least reduce, the weight 
moment by balancing either with counter¬ 
weights or some mechanical device. A 
mechanical device is preferred to counter¬ 
weights because of saving in weight, space, 
and moment of inertia of tipping parts. 

3. The most effective and desirable method 
of balancing the tipping parts is by the use 
of an equilibrator. An equilibrator is a force- 
producing mechanism whose function is to 
provide a balancing moment. One such mo¬ 
ment to be balanced is the muzzle preponder- 


*Thi8 publication was prepared by Martin Regina 
and the late Dudley H. Winter, Jr. 


ance of the tipping parts. Figure 1 shows a 
typical equilibrator installation. 

4. The muzzle preponderance of artillery 
is little affected by changes in ammunition 
weight. However, this must be considered in 
dealing with other types of weapons, such as 
missile launchers. Here, the weight of the 
missile is large compared with that of the 
tipping parts. After a missile is launched, the 
weight moment has changed sufficiently to 
affect equilibrium. Provisions must be made 
to balance the new weight moment. Equili- 
brators now being designed will respond to 
the changing moment 

5. Operators of combat vehicles can 
neither select level terrain at will nor stop 
to level an emplacement from which to fire. 
Invariably, they will be traveling on a grade. 
As long as their power units are functioning, 
these weapons can traverse their gun turrets 
without difficulty. But, if power fails and fir¬ 
ing is still demanded, personnel may find it 
next to impossible to traverse by hand. For 
conditions such as these, some weapons have 
azimuth equilibrators to relieve the hand 
wheel loads. Their use also reduces travers¬ 
ing power requirements. Although the func¬ 
tions of the two equilibrators are similar, the 
elevation t}rpe seldom moves through an arc 
greater than 90 degrees; whereas, the azi¬ 
muth tsrpe moves through 360 degrees in 
either direction. The latter can do this readily 
when equipped with the proper linkage. 
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EQUILIBRATORS 


TYPES OF EQUILIBRATORS 


6. The equilibrator provides its. force 
either by gas pressure or a spring. The di¬ 
rection in which its force must be applied 
determines whether it is to be a “pull type” or 
a “push type”. (See figures 2 and 3.) With 
a pull type, the piston rod is in tension; with 
a push type the rod is in compression. The 
location and type of equilibrator depend upon 
other characteristics of the mount, such as, 
available space, clearances and silhouette. 

7. All equilibrators must be able to apply 
a force over a variable distance. This is done 
by having an effective elastic medium in the 
system. There are three basic types: The 
most simple is the strut type in which the 
spring element is self-contained. The second 
is a gas strut type with a conveniently lo¬ 
cated accumulator. Both of these can be 
either pull or push type. In the third type, 
the force is carried to the tipping parts by 
means of a chain. This chain may act directly 
or be wrapped around a cam to control the 
moment arm more effectively. (See figure 4.) 


8. Equilibrators are further identified 
according to their methods of producing a 
force. Types, in.this sense, are: 

(1) Spring 

Coil spring 
Torsion bar 
Clock spring 

(2) Pneumatic 

(3) Hydropneumatic 

(4) Spring-Hydraulic 

9. There are three types of spring equili¬ 
brators; (1) the coil spring, (2) the torsion 
bar, (3) and the clock spring. The coil spring 
type is shown in figure 5. Note that, as illus¬ 
trated, this is also a pull type. The free end 
of the rod is pin-connected to the tipping 
parts, while the far end of the housing is 
pinned to the top carriage. Maximum com¬ 
pression of the spring is at minimum eleva¬ 
tion. As the tipping parts are elevated, the 
weight moment decreases. Concurrently the 
springs expand, thereby reducing the equili¬ 
brating force. TTie torsion bar type (fig. 6), 
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Figure 4 . Choin-Type Equilibrafor 



Figure 5. Spring Equilibrttfor 



Figure 6. Torsion Bor Equilibrafor 
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EQUILIBRATORS 


instead of coil sprins^s, has one or more tor¬ 
sion bars. The far end of each bar is rigidly 
connected to the top carriage; the free end 
being fixed to the torque arm. As the latter 
rotates during elevation, the bars unwind to 
reduce the equilibrator moment. And, con¬ 
versely, when the gun is lowered, the bars 
wind tighter to approximate the increasing 
weight moment The clock-spring type equi¬ 
librator (fig. 7) consists of a series of flat, 
spiral springs. It functions similarly to the 
torsion bar type by providing a resisting 
torque to the equilibration system. 

10. The pneumatic equilibrator consists of 
a cylinder and piston. (See figure 8.) It is 
similar in application to the spring type, but 
its elastic medium is compressed gas rather 
than coil springs. Maximum pressure occurs 
at minimum elevation. As the volume of the 
gas expands during elevation, the pressure 
diminishes and the equilibrating force is 
reduced. 

11. In the hydropneumatic equilibrator 
(fig. 9), the elastic medium is compressed 
gas. The system consists of a hydraulic cylin¬ 
der, piston and rod, reservoir, and flexible 
connecting line. The pressure chamber of the 
hydraulic strut, all of the line and part of 


the reservoir are filled with hydraulic fluid. 
The remainder of the reservoir is filled with 
gas under pressure. Again, maximum pres¬ 
sure occurs at minimum elevation. As the 
size of the pressure chamber increases with 
elevation, fluid under pressure flows from 
the reservoir through the line, adapter, 
piston rod, and ports into the chamber. This 
changes-the volumes of fluid and gas in the 
reservoir, resulting in a reduction of pres¬ 
sure and, hence, a reduction of the equilibrat¬ 
ing force. The reservoir may be single or 
multiple, as required. The hydropneumatic 
equilibrator lends itself to weapons where 
weight moments are large, and space may be 
saved by storing the compressed gas remote 
from the equilibrator strut 

12. The spring-hydraulic equilibrator com¬ 
bines coil springs with hydraulic pressure. 
It has been specifically designed to compen¬ 
sate for sudden surges in weight moment 
as in missile launchers. Because of its clas¬ 
sified status and because it is still in the test 
stage, it is not further discussed here. 

13. Figure 10 is a chart systematizing the 
types of equilibrators described in para¬ 
graphs 6 through 12 and showing their re¬ 
lationship. 
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Figure 8. PMumatie iqvilibrator figun 9. Hydropifvinatlc iqvlllbrator 



figun 10. Type* ot Equllibraton 
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EQUILIBRATORS 


SELECTING AN EQUILIBRATOR 



14. The accompanying table evaluates the 
four general types of equilibrators according 
to their desirable characteristics. The lower 
the number, the higher is the rating. 

15. Where mechanical springs are used, 
small variations in dimensions, such as 
manufacturing tolerances, affect the spring 
rate. On the other hand, the rate is not 
affected by the speed of operation or the at¬ 
mospheric temperatures, which do influence 
gas springs. 

16. The selection is not simply a matter 
of choice but a matter dictated by the prob¬ 
lems encountered. A spring type is most 
desirable because of its simplicity. However, 
the designer may find it necessary to use one 
of the other types because of space, length 
of stroke, force required or other factors. 


Spring 




m — 1 - 


Hy- 

drawBc 


Simplicity 

Space* 

Length of Stroke 

Minimum Weight 

Dependability 

Ease of Maintenance 

Flexibility of Operation 

Versatility 

Minimum Cost 


12 8 4 

8 12 4 

4 8 1? 

8 12 4 

18 2 ? 
12 2 ? 
2 11 ? 
2 111 
12 8 4 


*This means space in a local area where it is at a 
premium. The hydropneumatic type may be larger 
over-all than some others, but the gas storage can 
be located outside this critical area. 



T ■ CENTER OF TRUNNION, PIVOT PONT OF TIPPING PARTS 
Q ■ CENTER OF GRAVITY OF TIPPING PARTS 
W|« WEIGHT OF TIPPING PARTS 
Rf DISTANCE OF c. a FROM TRUNNION AXIS 
0 - ANGLE OF ELEVATION 

ANGLE BETWEEN R^ AND CENTER LINE OF TUBE 
^ • 0 ¥ • ANGLE BETWEEN R| AND THE HORIZONTAL 

M^- W^ R| COS ^ > WEIGHT MOMENT OF TIPPING PARTS 


Figure 11. Geometry of Weight Moment of Tipping Parte 
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EQUILIBRATOR DESIGN 


FACTORS INFLUENCING DESIGN 

Weight Moment of Tipping Parts 

17. The muzzle preponderance or weight 
moment is the product of the weight of the 
tipping parts and the horizontal distance of 
their center of gravity from the trunnion 
axis. The tipping parts consist of all parts 
supported by the trunnions. (See figures 11 
and 12.) 

18. The weight moment is a cosine func¬ 
tion, ilfw = Wt Rt cos By manipulating the 
equilibrating force or its moment arm, or 
both, in such a way that their piquet varies 
as cos it is theoretically possible to achieve 
perfect balance for any angle of elevation. 
This is particularly true of equilibrators hav¬ 


ing constant spring rates. In others, it is 
usual to accept a close approximation. Even 
if the ideal were attempted, other factors 
such as friction would impair its precision. 

Friction 

19. Friction in the equilibrator system 
increases the required input forces and de¬ 
tracts from the performance; thus its mag¬ 
nitude must be computed. Frictional forces 
cannot be compensated for by the equilibra¬ 
tor, since they change direction with eleva¬ 
tion and depression. Friction occurs in the 
journal bearings at connections to the car¬ 
riage and cradle and in packings, where used. 
Cradle trunnion friction may be neglected 
where low friction bearings are used. 
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Packing Friction 

20. In pneumatic and hydropneumatic 
equilibrators, friction of the packings in 
liquid or gas cylinders must be considered. 
Packings prevent leakage past moving parts, 
such as pistons and piston rods. The packings 
are forced firmly against the moving sur¬ 
faces both by the pressure of the fluid itself 
and by springs. (See figure 13.) Because of 
the nearly hydrostatic condition of the pack¬ 
ing material, axial pressure is nearly equal 
to the radial pressure which is necessary for 
sealing. The ratio of the radial pressure to 
the applied axial pressure is a property of 
the packing material and is called the “pres¬ 
sure factor”. It is somewhat analogous to 
Poisson’s ratio. 


*For leather, n =: 0.05. For silver, n =: 0.09. (See bib¬ 
liography, reference 1, page 12.) 


21. To insure positive sealing, the radial 
pressure must be greater than the maximum 
fluid pressure. This is possible because of 
the force applied by the springs. The ratio 
of radial pressure to the maximum fluid pres¬ 
sure is known as the “leakage factor” and is 
usually at least 1.0. Sometimes a small 
amount of leakage is desirable for lubrica¬ 
tion, at such times, tiie leakage factor is less 
than 1.0. 

22. The packing frictional force is the 
product of the total radial force exerted by 
the packing and the coefficient of friction: 

= ( 1 ) 

where: = packing friction 

Fp = radial force exerted by pack¬ 
ing (See detailed discussion 
in paragraph 71.) 

/t = coefficient of friction* 



A—PACKING RING (LEATHER) 

B — PISTON RING filler (RUBBER) 
C — PISTON RINGS 
0 — PISTON RING BAND 
E — BELLEVILLE SPRING 

F-SPRING ADAPTER 

G — WASHER 


H—retainer, 

I — RETAINER. SPRING 
J—CYLINDER 

K-FLUID UNDER PRESSURE 

Fs—SPRING FORCE 

P,—SEAL PRESSURE DUE TO F, 

Pfl— fluid pressure at any 

ANGLE OF ELEVATION 


figun 13. Uston Seal Assembly Shewing Pressure DIstrlbuflen and Applied Leads 


8 


Digitized by i^ooQle 








EQUILffiRATORS 


AMCP 706-345 


•ASIC ECUILItRATOR CALCULATIONS 

23. The equilibrator force is applied to the 
tipping parts, eccentric to the trunnions, to 
counterbalance the weight moment. As the 
tipping parts are elevated, the weight mo¬ 
ment decreases. Sometimes it is impractical 
to strive for perfect balance at all angles of 
elevation, but it is feasible to keep the un¬ 
balance very small. The criterion for permis¬ 
sible unbalance is that it must be easily over¬ 
come by the elevating handwheel. Even 
though the weapon may have power eleva¬ 
tion, it is still necessary that it 1» readily 
hand-elevated in case of power failure. 

Equilibrator Placement 

24. The position of the equilibrator on the 
mount is a critical design feature. A layout 
must be made of the gun carriage in the ini¬ 
tial design stage to show the space available 
at all angles of elevation. From it is deter¬ 
mined the most effective geometry, including 
the proper turning radius, so that the equi¬ 
librator can provide the required torque 
about the trunnions. The geometry is deter¬ 
mined first for a perfectly balanced system. 
If it is not compatible wi^ the available 
space, the geometry is modified but only to 
the extent where it still closely approximates 
the ideal system. This requires a trial and 
error approach, hence, previous experience 
or familiarity with the technique becomes a 
decided asset. Sample problems are presented 
in Appendixes I and II as a guide for future 
designs. Once the geometry has been estab¬ 
lished and if it is maintained, the equilibra¬ 
tor may be located at any convenient place 
on the mount without changing its effec¬ 
tiveness. 

Mechanics of Perfect Balance Equilibrators 

25. A method has been established to de¬ 
termine the geometric properties necessary 
for a. spring equilibrator to achieve perfect 
balance. (See bibliography, reference 2.) It 
can be used for layout purpose of other tsrpes 
not having constant spring rates but, in 
these, some unbalance will exist. The force 
required of an equilibrator depends on the 
moment arm and stroke available. (See 
figures 14 and 15.) The turning radius R 


should be as large as the proportions of the 
cradle i»rmit The ratio of e/R determines 
the efficiency of the spring; the optimum be¬ 
ing 1.0, although a ratio as high as 3.0 is 
not unduly inefficient. (See paragraph 28.) 
The length of the equilibrator, L«, at any 
angle of elevation 0, may be found by the law 
of cosines; thus, 

V = c* -f E* - 2eR cos ♦ (2) 

R Lf 

By the law of sines, —:-= » (2a) 

sm € sin ♦ 

T 

but — = sin€; (2b) 

c 

therefore, the equilibrator moment arm 
cR 

r = — sm ♦, (3) 

Lt 

and stroke aL=Lo— L«, (4) 

where Lo is the length of the equilibrator 
when ^ equals zero. It should be noted that 
if the geometry is maintained, the pin on the 
tipping parts may be located at any point on 
the circle described by B about T. 

26. Perfect balance may be achieved by 
analyzing the mechanics of the equilibrator 
system. Either figure 14 or 15 may be used. 
For perfect balance, the equilibrator moment 
equals the weight moment at all angles of 
elevation. 

M„=Wt Rt cos <f>, weight moment. (5) 
When ^=0, Mto^=Mv,-=Wt Rt, (5a) 

M,=rF, the equilibrator moment, (6) 
cos (6a) 

Combining Equations (5) and (6), 

Fr=Wt Rt cos (6b) 

cR 

But, ^=— 7 — s™ (See eq. 3.) 

Li 

According to figure 14, 

♦=o-«—(i8—90)=90—(«-a+)8); (7) 
or, according to figure 15, 

♦=90—o-|-)9=90— (^-fa—i8). (7a) 
When ♦=90’’-«; (7b) 

Therefore, sin *=008 <(>. (7c) 
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HORIZONTAL 





T - CENTER OF TRUNNIONS, PIVOT POINT OF TIPPING PARTS 
A - PIVOT POINT OF EOUILIBRATER ON CARRIAGE, FIXED 
B - PIVOT POMT OF EOUILIBRATER ON CRADLE, ROTATES ABOUT T 
c - DISTANCE BETWEEN A AND T, FIXED 
d - DISTANCE FROM B TO PERPENDICULAR FROM T TO L^ 

Lg m LENGTH OF EQUIUBRATOR , VARIABLE 
Q - LOCATION OF CG. OF TIPPING PARTS 
R^ - DISTANCE BETWEEN TRUNNIONS AND Q 
R - TURNING RADIUS, CONSTANT 
r - EQUILIBRATOR MOMENT ARM, VARIABLE 
Wt - WEIGHT OF TIPPING PARTS 
F » EQUIUBRATOR FORCE 
a • ANGLE FORMED BY Rt AND R, CONSTANT 
fi - ANGLE FORMED BY VERTICAL LINE AND c,FIXED 
y - ANGLE R3RMED BY VERTICAL LINE AND R, VARIABLE 
^ * ANGLE FORMED BY R AND c, VARIABLE 
9 - ANGLE OF ELEVATION , VARIABLE 

^ - ANGLE FORMED BY HORIZONTAL LINE AND Rt , VARIABLE 
- ANGLE FORMED BY Rt AND t TUBE , CONSTANT 


Figure 14. G%om&hy of Equilibrator Shown Mow Trunnions 
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T - CENTER OF TRUNNIONS, PIVOT POINT OF TIPPING PARTS 
A • PIVOT POINT OF EQUILIBRATER ON CARRIAGE, FIXED 
B • PIVOT POINT OF BXJILIBRATER ON CRADLE, ROTATES ABOUT T 
c - DISTANCE BETWEEN A AND T, FIXED 
d « DISTANCE FROM B TO PERPENDICULAR FROM T TO L^ 

L^ - LENGTH OF EQUILIBRATOR, VARIABLE 
Q > LOCATION OF CG. OF TIPPING PARTS 
R^ - DISTANCE BETWEEN TRUNNIONS AND Q 
R « TURNING RADIUS, CONSTANT 
r - EQUILIBRATOR MOMENT ARM, VARIABLE 
W^ > WEIGHT OF TIPPING PARTS 
F - EQUIUBRATOR FORCE 
or * ANGLE FORMED BY R^ AND R, CONSTANT 
$ - ANGLE FORMED BY VERTICAL LINE AND C, FIXED 
/ - ANGLE FORMED BY VERTICAL LINE AND R, VARIABLE 
- ANGLE FORMED BY R AND c, VARIABLE 
9 - ANGLE OF ELEVATION, VARIABLE 

^ « ANGLE FORMED BY HORIZONTAL UNE AND R|, VARIABLE 
• ANGLE FORMED BY Rt AND 4. TUBE, CONSTANT 


PiguFB 15. Geometry of Equilibrafor Shown Above Trunnions 
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When substitutinsr Equations (3) and (7c) 
in Equation (6b), 

_ cR 

F -j— cos <^=W, R, cos (8) 

and (8a) 

where F is the equilibrator spring force and 
is directly proportional to the linear distance 
between A and B, or the length of the equili¬ 
brator. Thus the spring force at any posi¬ 
tion is 

F=KJ.t, (8b) 


Rearranging Equation (13), 

Lt cos ^ Lq 1 

sin (♦o—^) ~ sin ♦o J 

=cRK, (L,-Lo). (13a) 

This is the general balance equation. By in- 
sp^ion, the only value of *0 that will make 
it independent of the variable angle ^ is 90 
degrees. Inserting this value. Equation (13a) 
reads 

Lf c os io 1 

sin (90—^) ~ sin 90 J 

=cRK, {lit —r<o)* (13b) 


where 


K. 


W, R, 
cR ’ 


But sin (90—^)=cos ^ which reduces Equa¬ 
tion (13b) to 


Now consider the position of the equilibrator 
when ^=0. The general equation, 

♦=♦ 0 — 

(9) 

becomes ♦=♦ 0 ! 

(9a) 

and r becomes ro=-^ sin ♦<,. 

Lo 

(10) 

Likewise, M,^=roFo=WJtt, 

(11) 

and Fo= 

n 

(11a) 

The spring force at any angle ^ is 


F =Fo-|-A^(AL, 

(12) 


where K, is the spring rate. 

Substituting Equations (11a) and (4) in 
Equation (12) yields 


-t-X. {Lt-U) ; (12a) 

or, substituting for and n, 

cR^nl +^* (12b) 

cK sin vq 

Multiply both sides of Equation (12b) by r 
and substitute the value for Fr from Equa¬ 
tion (6b), the value for r from Equation (3), 
and the value for 'i' from Equation (9): 

cos 8in('i'o—♦) 

Lit 


M„^=cRK.. (13c) 

Two conditions necessary to obtain perfect 
balance throughout the operating range of 
spring equilibrators are controlled by the 
geometry».They are 


and 


♦o=90° 




the spring rate. 


(14) 

(14a) 


27. The spring rate equation (14a) has 
two independent variables, the dimensions e 
and R (fig. 14 or 16). The turning radius, R, 
is selected to conform in size to the rest of the 
structure (par. 25). A discussion on spring 
efficiency tells how to find a practical length 
for c. Figure 16 shows the Force-Deflection 
curve of a spring. Substituting for M,^ and 
ro. Equation (11a) may be written: 


pi _ 

•^0 = —=:—:-. 

eR sin 'i'o 


But *0 = 90° (Eq. 14); therefore. 


n = 


cR 


= K, Lo, 


(15) 


(15a) 


Lo is equivalent to the spring deflection when 
^ equals zero. The maximum spring deflec¬ 
tion, Sm, occurs at the maximum angle of 
depression where L« becomes L„ and ^ be¬ 
comes 4>d- Written in terms of the maximum 
force, F„, and the spring rate, I(„ 

= ( 16 ) 
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The area under the curve (hg. 16) repre¬ 
sents the total spring energy. 


E,= 


Sm f m 
2 



(17) 


From Equations ( 12 ) and ( 12 b), 

F^ = Fo + K.(L„-U). (18) 


By substituting the value for Fo (Eq. 15a) 
and collecting terms, Equation (18) b^omes 


F^ = K.L„. (18a) 

It should be noted that the values of Lm and 
Sm are identical. Substituting for Fm in Equa¬ 
tion (17) and then for K, from Equation 
(14a), the total energy is 


2K, 2cR 


(19) 


Substituting for L** in Equation (19), 

rp *)“ — ^cR sin 

- -2^ -■ 

Rearranging the values. 


(19b) 


f c R \ 

= -H —-2sin««J. (19c) 

(Note: may be negative.) 


This is the general equation for the total 
spring energy required. It shows that the 
total energy requirement of the equilibrator 
spring is dependent on the weight mo¬ 
ment, when ^ = 0 ; on the value of ^d, when 
angle of depression is maximum; and on the 
ratio of c to R, which is the only variable. 


From Equation ( 2 ) 

L** = e* + R^ — 2 cR cos ♦, (19a) 

but ♦ = *0 — <t>D, (See eq. 9) 

♦o = 90°, (See eq. 14) 

and cos ('i’o — ^o) = sin <f>D. 



Let ^ = 4 “- 

R 

By substitution in Equation (19c), 

/I \ 

E, = —^^K + — —2 Bin <f>Dj . (19e) 


The first derivative of with respect to fiT is 



Equate the first derivative to zero and solve 
for X: 



X* = 1 ( 20 b) 

K = ± 1 . (20c) 

Negative values of K have no physical sig¬ 
nificance, since c and R are always positive. 
The second derivative of E, with respect to 
K is 


d^E, 

dK^ 



( 21 ) • 


When K — the second derivative has a 
value greater than zero, which means that 
if = 1 is a minimum and e = R. The total 
energy requirement (E,) of an equilibrator 
spring is, therefore, a minimum when the 
distance c and R are equal. 
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28. The effect of a ratio of c to other 
than one is shown in figure 17, where K and 
the corresponding values of Et are plotted. To 
simplify matters, the calculations are based 
on unity. A value is arbitrarily assigned to 

that has Et = 1.0 when K = 1.0. This is 
sufficient to show the trend in the curve as K 
changes. In Equation (19e), assume that 

= 0.852, 

and <t>n = —10°, 

so that 

0.348j . (21a) 

Figure 17 shows that the minimum value of 
Et occurs when /iC = 1. It is not always fea¬ 
sible to design an equilibrator with the mini¬ 
mum ratio but this does not prove objection¬ 
able. The ratio K may be increased to 3.0 
with little more than 50 percent additional 
spring energy required. The equilibrators of 
some modern weapons have this feature.* 

Mechanics of Approximately Balanced Systems 

29. When a perfect balance equilibrator is 
not feasible due to obstructions that limit its 
geometry, the engineer must resort to other 
methods that closely approximate the perfect 
system. For the first attempt to establish a 
suitable geometry, it is recommended that 
the geometry of a perfect balance system be 
attempted first, and then altered to conform 


♦One of these is a 105mm Howitzer, M2A2. 


to the available space. The weight moments to 
be balanced at various angles of elevation 
divided by the corresponding moment arms 
of the equilibrator about the trunnions deter¬ 
mine the theoretical required forces. These 
forces, when plotted against equilibrator 
travel, will not fall on a straight line. (See 
figure 18.) 

30. For determining the equilibrator's 
spring constant and initial force, the follow¬ 
ing three methods are available: 

Method 1 —Calculate forces so as to bal¬ 
ance the weight and equilibrator moments at 
two angles of elevation; one very low, the 
other very high. Usually, the resulting un¬ 
balance throughout the rest of the elevating 
range is slight enough to be acceptable. Ordi¬ 
narily, the low angle is selected at zero. The 
high angle is from 5 to 10 degrees less than 
maximum elevation. For example, assume 
that the two angles selected are ^ = 0 and 
B — u. The weight moments at these eleva¬ 
tions are Mu,^ and and the correspond¬ 
ing equilibrator moment arms are: r© and r«. 

Fo =-, equilibrator force at 0°, (22) 

U 

~-ll_ ^ equilibrator force at w°, (22a) 

r„ 

K, = , spring rate, (22b) 

A/v 


E, = 0.426 Jji: + + 




Et 

1/8 

3.61 

1/4 

1.96 

1/2 

1.21 

1 

1.00 

2 

1. 21 

4 

1.96 

8 

3.61 


Et 

K - 


I 2 3 4 5 6 7 8 

K 

• 0.426 (K 0.348)* EQUIVALENT TOTAL ENERGY 

c/R 


Figure 17, Trend Curve of Equivalent Total Energy 
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where aL is the equilibrator stroke between 
0° and u° elevation. After the spring rate is 
known, the equilibrator force at any angle of 
elevation may be found. 

Method 2 —Draw a straight line that most 
closely fits the theoretical force vs. elevation 
curve (fig. 18). The initial force, Fo, is read 
directly from the curve and the slope of the 
straight line determines the spring constant. 

Method 3 — The most accurate method is 
to apply the theory of least squares to the 
forces on the equilibrator that are required 
to balance the weight moments at all angles 
of the elevation. 

If F = equilibrator force, lb, 

Fo = initial equilibrator force, 
lb, 

K, = spring constant (or rate) 
of equilibrator, Ib/in 

and aL = equilibrator travel, in, 

then F = Fo — K, aL. (23) 

Summing up the forces at all increments of 
travel: 

%F = NFo - tK,^L. (24) 

Summing up the moments of the forces at all 
increments about point 0 (fig. 18): 

SFaL = Fo5aL - A,5aL*. (25) 


Solving Equations (24 and 25) simultane¬ 
ously, values for K, and Fo are obtained. For 
an example, determine the equilibrator’s 
spring rate and initial force for the theoreti¬ 
cal required forces given in figure 18. If aL 
is taken in one-inch increments over a total 
distance of 12 inches, the terms can be tab¬ 
ulated as follows: 


N 

AL 

AL2 

F 

FAL 

1 

0 

0 

1300 

0 

2 

1 

1 

1130 

1130 

3 

2 

4 

1070 

2140 

4 

3 

9 

1020 

3060 

5 

4 

16 

960 

3840 

6 

5 

25 

930 

4650 

7 

6 

36 

880 

5280 

8 

7 

49 

860 

6020 

9 

8 

64 

820 

6560 

10 

9 

81 

780 

7020 

11 

10 

100 

730 

7300 

12 

11 

121 

670 

7370 

13 

12 

144 

620 

7440 


2=78 

650 

11770 

61810 



IS 
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Writing the equations for 2F and and 

solving for K„, 

11770 = 13Fo - ISK,, 

61810 = 78Fo - 650F., 

therefore, = 48.406 = spring rate of 
equilibrator, Ib/in. 

and Fo= 1196 initial force, lb. 

Of the three methods discussed above, the 
first is simplest and is usually satisfactory. 
The others are suggested for applications 
where greater accuracy is required for spring 
equilibrators not having perfect balance. 


Mechanics of a Torsion Bar Equilibrator 

31. The torsion bar equilibrator (fig. 6) 
may be considered to be another spring equi¬ 
librator having a different linkage, since its 
torque is developed by twisting a round bar. 
Although it does not lend itself to a perfect 
balanced system, the torsion bar equilibrator 
can jjrovide a torque that closely approxi¬ 
mates the weight moment. If the proportions 
of the links in figure 19 are maintained, the 
torque and weight moment will not vary 
more than 3 percent over a span of 60 de¬ 
grees. Other linkages or variations in this 
type may improve the stated performance 



A » CENTER OF TORSION BAR 
B - TIPPING PARTS ATTACHMENT 
T - TRUNNIONS 
Q » C.6., TIPPING PARTS 
- WEIGHT, TIPPING PARTS 
AC » TORSION BAR ARM 
TB « EQUILIBRATOR MOMENT ARM 
BC- CONNECTING LINK 
SUBSCRIPT SHOWS POSITION WHEN <^*0 


Figure 19. Torsion Bar Linkage 
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limits. The four-bar linkage of figure 19 
amply illustrates the fundamental features 
of this type equilibrator. As the gun elevates, 
link R rotates clockwise about the trunnion 
T, and link d forces link r to turn in the same 
direction, untwisting the torsion bar at A, 

32. The rigidity of the torsion bar is deter¬ 
mined by the weight moment of the tipping 
parts. This is achieved by equating the re¬ 
quired torsional resistance at two positions 
of the gun, usually at zero degrees elevation 
and at an elevation 10 degrees less than the 
maximum. These elevation limits may be 
varied if better balance can be realized. Re¬ 
turning to figure 19, 

My, = Wt Rt cos weight moment, 

(See eq. 5) 

M 

Fa =- - — »tensile load in link d, (26) 

R sin p 

and Tt = Far sin c, required torque, 

torsion bar. (26a) 

Assume that the weight moments are bal¬ 
anced at elevations where = 0 and 
For each of these elevations determine the 
angles and the values of My,, Fa and Tt, 
Arrange the geometry so that y and c are 
right angles when = 0, and that ♦ is a 
right angle at ; hence = 90° + This 
size is not absolutely essential, but it offers 
a good starting point. Sufficient information 
is now available to determine the spring con¬ 
stant of the torsion bar; 

Ayi = yj — yo (rad.), (27) 

Kt^y,= {To-T,), (27a) 

K, = , (27b) 

where Kt = torsional spring constant. 

With the spring constant known, the counter¬ 
balancing moment at the trunnion can be 
calculated for all elevations: 


33. All that is known of the torsion bar 
unit is its spring constant Kt which may be 
that of one bar or the total of several bars. 
Should a unit that uses only one bar prove 
cumbersome, it is well to consider a multiple 
torsion bar assembly, principally to conserve 
weight and space. The torque on each bar 
becomes 

r/ = — , (29a) 

n 

where n = number of torsion bars. 

In some units, the spring consists of a torsion 
bar assembled inside a tube, both serving as 
components of the spring. Two parameters 
govern the design of the torsion bar; the de¬ 
flection and the allowable stress. Most torsion 
bars have integral serrated hubs at each end 
which alter the torsional rigidity of the active 
length; thus, the ordinary deflection formulas 
for round bars do not apply. Modified ver¬ 
sions of these formulas are available for this 
type of construction. (See bibliography, ref¬ 
erence 3.) 

34. Another arrangement of a torsion bar 
assembly is shown in figure 20. This one uses 
a chain to join the torsion bar arm to the tip¬ 
ping parts. Its size and proportions are re¬ 
stricted to the available space on the mount. 
Throughout the elevation range, the response 
is computed similarly to that of other equi- 
librators: 

M,c = Wt Rt cos <t>. (See eq. 5) 
M 

The chain tension is Fc = —^ , (30) 

r 

cR 

where r = —=— sin ♦, (See eq. 3) 

L/ 

and T, = Fc, (30a) 

c R 

where n = \ sin Ski. (See eq. 3) 


T. = Kt^y, (28) 


where 


M. = T, 


R sinp 
r sin € ' 


(29) 


T, = torque produced by the tor¬ 
sion bar, 

Mg = torque of torsion bar applied 
at the trunnion. 


The computed values of T, near the angles of 
elevation of </> = 0 and <t> = </>max determine 
the spring rate. For the first trial, the angles, 
Sk and ^i, should be approximately 90 degrees. 
If the difference between weight moment and 
equilibrator moment is large, the geometry 
should be revised to make them more nearly 
equal. 
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Mechanics of a Clock-Spring Type Equilibrator 

35. The geometry of the linkage for the 
clock-spring type equilibrator (fig. 21) is 
similar to the compression spring type to the 
point where perfect balance can be attempted. 
Perfect balance cannot be achieved theoreti¬ 
cally since point A is not fixed. However, 
point A may be assumed fixed for the initial 
conditions. Thus, at <^ = 0 and ♦ = 90®, 

Kt =-^ , (See eq. 14a) 

cR 

and Fc = K,L, (Seeeq. 8b) 

where Fc = chain tension. 


The distance, L, also is equivalent to the dis¬ 
tance that the chain must move from A to B 
to wind the spring to the desired torque. The 
torque on the spring becomes 

T, = F,R„ (81) 

where R, = radius of the chain drums; and 
the bending stress is 

• = -5^. (31*) 

where b = width of spring, 

h = thickness of the spring material. 





A,A,> POINTS OF TAN6ENCY AT SPROCKET 
B- CHAIN ATTACHMENT TO TIPPING PARTS 
B,- CHAIN ATTACHMENT TO TORSION BAR ARM 
L,L,« CHAIN LENGTHS BETWEEN SPROCKET AND ATTACHMENTS 
R-EQUILIBRATOR MOMENT ARM 
R,- TORSION BAR ARM 
St* axis of TORSION BAR 
T - AXIS OF TRUNNION 
Wt - WEIGHT OF TIPPING PARTS 


Figun 30. Torsion Bar Eqvlllbrator — Chain Typo 
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If the width is large and unwieldly, several 
springs may be used, with b representing the 
total width. The active length of the spring is 

LEI 

~ Fc ’* 

where E = modulus of elasticity, 

I = moment of inertia of the total 
cross section. 

The investigation to obtain the appropriate 
size of the spring and chain drum is largely 


♦This formula has been derived from spring formu¬ 
las found in bibliography reference 7. 


a matter of a trial and error procedure. After 
a spring has been selected, a detailed analysis 
of the equilibrator moment may be computed. 

Referring to figure 21, angle is known for 
any angle 4>. Then 

= 2eR cos (31c) 

Because L is always perpendicular to /?„ 

Sufficient information is now available to 
solve for all the remaining dimensions of 
triangles ABA\ BA'T, and BAT necessary to 
complete the equilibrator analysis. 



Figure 21. Geometry of Clock Spring Equilibrator 
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Mechanics of a Phase Adjustment Device 

36. Equilibrators are designed to balance 
the tipping parts while the weapon is resting 
on a horizontal plane. If the plane becomes 
oblique, the weight moment changes, and the 
built-in equilibrator moment no longer 
matches it; i.e., the equilibrator will be out 
of phase in terms of some angle. To bring the 
equilibrator into phase, an adjustable link¬ 
age, assembled to the unit, changes the equi¬ 
librator force and moment arm to re-establish 
the balanced condition. A sketch of this link¬ 
age is shown in figure 22. 


37. The mechanics of the equilibrator are 
identical to those of paragraphs 25 through 
30, if the geometry of the line diagram in 
figure 23 is adopted; i.e., the general shape 
of TTiBiBi is a parallelogram, becoming rec¬ 
tangular when = 0. The system offers per¬ 
fect balance when the weapon rests on a 
horizontal plane. Now suppose that the wea¬ 
pon has a pitch of angle c which changes the 
weight moment to 

Myo = Myo^ COS {<!> + €). (32) 



Figure 22. Spring Equilibrttfor with Pha§e Adfuttmenf 
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We know that the equilibrator moment should 
balance the weight moment, and by manip¬ 
ulating the values of Equations (5a), (6a), 
(6b), (8a), and (14a), we arrive at the 
equation 

-= (32a) 

cR 

cR 

But r = sin ♦ (Eq. 3), and substituting 
L>$ 

for Jlfw in Equation (25) we have 

L». — sin ♦ = cos (<^ -f- c). (32b) 
cR L» 


Reducing to the simplest terms, 
sin ♦ = cos {<t> + () 

= sin [90 — (<^ -f- 1 ) ], (32c) 

and ♦ = 90 — (<^-t-e). (32d) 

Thus, if the weapon pitches through an angle, 
c, angle * must be changed by that angle. 
This can be readily accomplished by making 
link BBi an adjustable strut. Then with 
proper automatic sensing devices and con¬ 
trols, suitable balance can be achieved what¬ 
ever the pitch angle may be. 
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Mechanics of an Azimuth Equilibrator 

38. Figure 24 shows a spring-type azimuth 
equilibrator. This type lends itself readily to 
a perfect balance system; the geometry being 
similar to its elevation counterpart. The line 
diagram in figure 25 shows the various po¬ 
sitions and geometry of the equilibrator as 
the turret traverses 360 degrees. Following 
the same procedure as outlined in paragraphs 
25 through 30, with reference to figure 25, 
the equilibrator moment can be shown to 
equal the weight moment for all positions of 
the turret after the spring rate has been 
established. The component of the weight 
causing the unbalance is 

— Wf sin (33) 

where Wt = weight of traversing unit, 

6t = slope of the terrain. 

From Equation (5), substituting for 
the weight moment becomes 

Rt cos <f>af (33a) 


where <t>a locates the center of gravity of the 
traversing parts with respect to the horizon¬ 
tal line passing through the center of the 
turret. 

When <f>a = 0, set 4^ = 90® and according to 
Equation (14a), the spring rate is 

and from Equation (8b) the spring force at 
any position is 

F = K.L. (33c) 

39. The preceding discussion involves an 
azimuth equilibrator which balances the 
weight moment for a weapon resting on a 
constant slope. As neither the slope of the 
terrain nor the position of the vehicle on it 
remain constant, the equilibrator must have 
some means of compensating for the unbal¬ 
anced moment changes. As the slope increases 
or decreases, the length of link R changes 



TURRET BASKET 


PHASE ADJUSTMENT 
GEAR MOTOR 










HULL 


Figure 24. Spring-Type Azimuth Equilibrator 
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correspondingly. (See figures 24 and 25.) If 
the vehicle shifts its position on a given 
slope so that the equilibrator and weight 
moments are no longer compatible, the phase 
angle p is adjusted by turning the gears. 

Performance Calculations 

40. Equilibrator performance calculations 
are most conveniently presented in tabular 
form. The calculations listed in the following 
paragraphs should be made for each value 
of 6 at regular increments over the entire 
elevating range. Sample calculations are 
given in Appendixes I and II. 

Performance of a Spring-Type Equilibrator 

41. For the spring-type equilibrator, the 
performance is identical for either manual 
or power operation. In addition to the geom¬ 
etry and weight moment calculations, three 
sets of calculations are needed. (See sample 
calculations in Appendix II.) 

42. First, the equilibrator moment must be 
calculated without considering friction. This 
determines the required spring character¬ 
istics including spring rate, size, and 
strength. Referring to figures 11, 12, 14 and 
15, the weight moment, lb-in, from Equation 
(5) is 

Mya = Wt Rt cos <f >; 

the equilibrator moment, lb-in, from Equa¬ 
tion (6) is 

Me = Fr. 

In the above, 

= angle of elevation 
of center of grav¬ 
ity of tipping parts 

e = angle of elevation, 
degrees 

F=K,[S- (Lo-L)] 

= spring force, lb, 
equivalent to F of 
hydropneumatic 

equilibrators (34) 

[S — (Lo — Le)] = net spring deflec¬ 
tion, in. 

S = spring deflection, 
in., when </> = 0 

Sm = maximum spring 
deflection 


L„ rr equilibrator length, 
in., when = 0 

Ltf = equilibrator length, 
in., at any angle, 6 

r = moment arm, in. 

In conformance with Method 1 in paragraph 
30, the equilibrator force should be made 
equal to MJr at some angle near the maxi¬ 
mum angle of elevation and at ^ = 0®, 
although the minimum angle may be less 
than 0®. 

43. Next, the performance during eleva¬ 
tion is computed, including the effect of fric¬ 
tion. Friction is considered only in the end 
connection bearings, and is computed by iso¬ 
lating the equilibrator (line AB) as shown 
in figure 26. The calculations for the equi¬ 
librator moment are similar to those in para¬ 
graph 42 except that friction is considered. 
The motion and positions of the cradle and 
equilibrator may be observed in figures 12, 
l4 and 15. 

F — (Lo — Le)] = spring 

force, lb 
(Eq. 34) 

Fr = F = net rod force used for comput¬ 
ing friction 

Ta = h-Fr Va = frictional torque, lb-in, 
at bearing A, on carriage 
(fig. 26) (34a) 

Fa = f {Ta) = load in rod, lb, due to 
friction in bearing A 
(fig. 26) (34b) 

Tb = hFRrB = frictional torque, lb-in, 
at bearing 5, on cradle 
(fig. 26) (34c) 

Fb = f (Tb) = load in rod, lb, due to 
friction in bearing S, 
(fig. 26) (34d) 

Ff = Fa + Fb = total frictional load in 
rod,lb (34e) 

F = Fr — Ff = net force on equilibra¬ 
tor rod; i.e., spring load, 
lb (34f) 

Me = F r equilibrator moment, lb-in 

(34g) 

Te = Mrc — Me = torque required to ele¬ 
vate, lb-in (at trun¬ 
nions). (34h) 
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44. Finally, the performance during de¬ 
pression is computed. The procedure is the 
same as that for elevation except that the 
frictional forces (fig. 27) change direction; 
i.e., Ff will be negative: 

F = Fr ^ Ff = net force on rod, lb 

(See eq. 34e) 

Me = Fr = equilibrator moment, lb-in 

(See eq. 34g) 

Te = Me — Mu, = torque required to de¬ 
press, lb-in, (at trun¬ 
nions). (35) 

Performance of Pneumatic and Hydropneumatic 
Equilibrators 

45. For pneumatic and hydropneumatic 
types, power operation performance differs 
from manual. Manual operation is slow, and 
expansion or contraction of the gas may be 
considered isothermal. Power operation is 
rapid, and expansion or compression is poly¬ 
tropic. There are, consequently, more tables 
of calculations necessary than with the spring 
type. Usually, there are six: 

(1) The weight moment, as given by 
Equation (5). 

(2) The equilibrator moment, based 
on the gas force obtained from 
isothermal expansion and neg¬ 
lecting friction. 

(3) The equilibrator moment during 
manual elevation, considering 
friction. 

(4) The equilibrator moment during 
manual depression, considering 
friction. 

(5) The equilibrator moment during 
power elevation, considering fric¬ 
tion. 

(6) The equilibrator moment during 
power depression, considering 
friction. 

46. When based on isothermal expansion 
with friction neglected, the gas spring be¬ 
haves like a mechanical spring. The equi¬ 
librator moment equals the weight moment 
at two places, as in paragraphs 30 and 42. 
This fixes the initial gas pressure and volume 
from which all other values are derived. At¬ 
mospheric pressure of 15 psi is used instead 
of the more correct value of 14.7 psi, with 
negligible error. 


Pe = gas pressure at any angle of eleva¬ 
tion. 


Pe — Pa — = gas pressure, psig 

(36) 


n (^0 + Ifi) Fo 

Pa =---pressure, psia 

y e 

(36a) 

Fg = APe = gas force, lb, where A is the 
effective piston area, in^ 

(36b) 

Po = gas pressure at zero elevation, psig 
Vo = gas volume at zero elevation, in® 

aL = (Lo — Le) = equilibrator stroke, 
in. (Seeeq. 4) 

Vo + AaL = gas volume, in® (36c) 

F = Fg = equilibrator force, lb, since 
friction is not considered. 


Me = Fr = equilibrator moment, lb-in 

(See eq. 6) 

M,c —WtRt cos 4 > = weight moment, lb- 
in. (See eq. 5) 

The equilibrator force is made equal to*^^ 

T 

at ^ 0°, and at some other angle near max¬ 

imum elevation. 


47. During manual elevation, the gas still 
behaves isothermally. Friction must be con¬ 
sidered and now includes packing friction as 
well as bearing friction. 


(Po + 15) Vo ^ 
=- V, -** 


= gas pressure, psig (37) 


F, = APt = gas force, lb (See eq. 36b) 


= friction of packing, lb (par. 22) 

Fr — Fg — f, = net rod force used for 
computing friction in 
bearing, lb (37a) 


Tji = hFrVa^ frictional torque, lb-in, 
at bearing A, on carriage 
(fig. 27) (Seeeq.34a) 


Fa = f (Ta) = load in rod, lb, due to 
friction in bearing A 

(See eq. 34b) 
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Tg = iiFgTB = frictional torque, lb-in, 
at bearing B, on cradle 
(fig. 27) (See eq. 34c) 

Fb = f (Tb) = load in rod, lb, due to 
friction in bearing B 

(See eq. 34d) 

F, = Fa + Fb = total load due to fric¬ 
tion of bearings 

(See eq. 34e) 

F — Fk — F, = net force, lb, in equilib- 
rator rod (See eq. 34f) 

M, = Fr = equilibrator moment, lb-in 

(See eq. 34g) 

Tt = Afw — Af, = torque, lb-in, required 
to elevate. 

(See eq. 34h) 

48. In manual depression, the calculations 
are similar to manual elevation, except that 
the frictional forces are reversed. Ff and f, 
will have negative values: 

F = Fb — Ff = net rod force, lb 

(Seeeq. 34e) 

T,= M, — My, = torque, lb-in, required 
to depress. 

(See eq. 35) 

49. During power elevation, the motion is 
rapid and the gas expands polytropically. 
Elevation begins at the loading angle, Ol. 
Frictional forces are considered, and, aside 
from the method of obtaining pressures, the 

*The host sink concept was introduced by Water- 
town Arsenal. 


calculations are identical with those for 
manual elevation. 


From the equation. Pi Vi" = Pj F*", for poly¬ 
tropic expansion. 


(Po-l-15) Fo" 


15 psig, 

(See eq. 37) 


The value of n varies, depending on the speed 
of elevation. The constant, n = 1.29, was de¬ 
termined from tests on the 280mm Carriage, 
T72E1, when the time to elevate or depress 
took 35 to 45 seconds. (See bibliography, ref¬ 
erence 4.) In power elevation, a heat sink* 
(fig. 28) consisting of a mass of thin copper 
tubes in the gas system has been used to keep 
the gas cycle nearer to an isothermal than to 
an adiabatic function. Corrections from 
pyi.35 — (7 to PF* = C have been accom¬ 
plished by this method. However, when de¬ 
termining the power required for elevating, 
the designer may be justified to assume the 
limit n = 1.4 in order to provide some mar¬ 
gin for error. 


50. In power depression, the gas com¬ 
presses polytropically. The initial conditions 
are those for the angle to which the gun has 
just been elevated. The remaining calcula¬ 
tions are the same as for manual depression. 


51. In paragraph 50, it is assumed that the 
gun is power-elevated to some angle, 0, and 
immediately depressed to the loading angle. 
The gas pressure then rises along the same 



Figure 24. Equilibrator Hecrt Sink 
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curve it came down. It is possible, however, 
for it to be held in the elevated position until 
the gSLS recovers ambient temperature. Then, 
upon power depression, it will follow a dif¬ 
ferent curve. This is true if the gun is man¬ 
ually elevated and then power depressed. This 
gives rise to another set of calculations which 
may sometimes be required. 

52. After all of the above calculations have 
been made, the moment vs. angle of elevation 
should be plotted. This will show graphically 
the differences between the equilibrator mo¬ 
ments and the weight moment. 

53. The adjacent table lists the order in 
which performance calculations are made for 
pneumatic and hydropneumatic equilibrators. 
The order reads from top to bottom. 

SPRING EQUILIBRATOR DESIGN 

54. Coil springs provide an equilibrator 
with a simple, efficient, force-producing de¬ 
vice. Although bulky, they are applicable to 
any mount that has sufficient space. Some¬ 
times, to conserve space, two concentric 
springs are used. Figure 5 illustrates such an 
installation. The sum of the individual spring 
rates equals the total required. The springs 
are wound counter to each other to preclude 
binding. The inner spring generally provides 
about 40 percent of the outer spring force. 

55. Compression springs are used for sev¬ 
eral reasons: They cannot be stressed higher 
than their solid heights permit. They need 
no additional strength for end loops, as do 
extension springs. In case of breakage, a 
compression spring will still work, although 
at r^uced load. 

56. The design of a spring to provide the 
required characteristics is well outlined in 
textbooks, pamphlets, and handbooks of 
spring manufacturers. (See bibliography, 
references 5, 6, and 7.) The equations are 
not complicated, but because of the inter¬ 
dependence of the variables, several trials 
may be necessary before a suitable spring 
is evolved. 

57. A spring having a slenderness ratio 
(free length divided by mean coil diameter) 
greater than four may tend to buckle, as does 
a column. Curves which indicate when buck¬ 
ling may be expected are available. The ends 


lt«in 

Isothermal 

Elovotion 

OoproMioB 

0 

* 

* 

* 

r 

♦ 

* 

* 

Ti 

* 

* 

* 

AV 

A • .iL 

A • 

A • aL 

Ve 

V« -f AV 

Vo + AV 

Vo -f AV 

Pa** 

P<^AVo/v,) 


P.„(Vo/V,)" 

P 

Pa - 15 

P. - 15 

P. - 15 

F, 

APe 

APg 

APe 

f. 

0 

i^F, 

— tiF, 

Fi, 

0 

F.-f, 

F.-f, 

T, 

0 

liFn Ta 

tlFB Va 

F. 

0 

f(TA) 

f {Ta) 

Tb 

0 

iiF» r» 

mF r Tb 

Fn 

0 

f(T.) 

fiTn) 

Ft 

0 

Fa + F, 

Fa-^Fb 

F 

F, 

Fm-F, 

Fr — F f 

Me 

Fr 

Fr 

Fr 


Wi Rt cos 0 

Wi Ri cos 0 

Wt Rt cos 0 

Te 

M^-Me 

M.-M. 



* Determined from geometry. 

** Pa^— -}- 15, absolute pressure at initial con¬ 
ditions. 

must be restrained from lateral movement 
or buckling may occur at lengths less than 
those shown on the curve. (See bibliography, 
reference 5.) If a spring is so long that it is 
unstable, several shorter lengths may be used 
with spacers in between. However, the total 
number of active coils of the several shorter 
springs must be equal to that of the full- 
length spring, and the spacers must be 
guided. In some equilibrator designs, the 
spring housing offers sufficient restraint to 
prevent buckling. 

PNEUMATIC EQUILIBRATOR DESIGN 

Gas Volume 

58. In a pneumatic unit, the equilibrator 
force is provided by gas pressure. The design 
should be based on minimum handwheel 
loads, and since manual operation is a slow 
process, the assumption that the gas behaves 
isothermally is warranted. 
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59. The gas volume is determined by equat¬ 
ing the equilibrator moments with the weight 
moments at ^ = 0° and at ^ (near max¬ 
imum elevation), by solving for the corre¬ 
sponding forces and pressures, and sub¬ 
sequently by solving for the initial gas 
volume. 

Me = Afir at 0° and elevation 

(See eq. 6) 

Mu, 

Fo = —equilibrator force at zero 
^0 elevation, lb (38) 

F 

Pq z= —— = gas pressure at zero eleva- 

^ tion, psig (38a) 

Mu, 

Fu = —^ = equilibrator force at ele- 

vation, lb (38b) 

F 

= —— = gas pressure at w® elevation, 
^ psig (38c) 

aL„ = equilibrator stroke at elevation, 
in. (38d) 

^Vu = i4AL„ = displacement at eleva¬ 
tion, in® (38e) 

Vu=Vii-\- aVm = gas volume at ele¬ 
vation, in® (38f) 

Vq = gas volume at 0° elevation, in® 

P^= Pe + Pa = psia 

where Pa = 15 psi, atmospheric pressure. 

According to Boyle’s Law of isothermal ex¬ 
pansion : 

PaQyo = Pa^Vu ( 39 ) 

(39a) 

Pa^t Pgq and ^Vu are known; therefore, 
Vo can be solved 

aF = AaL^ = displacement at any angle 
of elevation, in® 

Ve= Vo + aF = gas volume, in®, at any 
angle of elevation 

(39b) 


Pe z=z Pao — - Pa = gas pressure, 

psig, at any angle 
(39c) 

Fe = PeA = equilibrator force, lb, at any 
angle (39d) 

Me = veFe = equilibrator moment, lb-in 

(39e) 

Te = M,c — Me = moment required to 
elevate, lb-in. 

(See eq. 34h) 

Maximum Pressure 

60. The maximum gas pressure, for 
pneumatic equilibrators is limited to the 
capacity of the packings in the cylinders. 
The initial pressure at zero elevation, P©, 
must be selected such that Pmax will not ex¬ 
ceed this limit. This requires a trial-and- 
error solution because the displacements, 
volumes, and piston are interdependent. The 
greatest increase in pressure under normal 
operation would take place during polytropic 
compression from maximum to minimum 
volume as the gun depresses from maximum 
to minimum elevation: 

Assume adiabatic compression from Butam to 
Bmin 

( F„,ax 

y ^ I — 15 =: Prf psig, (40) 

where P^ is the limit design pressure of the 
packing. 

Find value for Paimin), minimum absolute 
pressure, and solve for Po„,, 



(40a) 

equilibrator pressure at 0° elevation or the 
maximum charging pressure. 

F 

A — —— = effective area of piston, in-. 

P 0 

(41) 

A theoretical piston area. A, must first be 
found, then appropriate sizes selected for 
piston and piston rod to approximate it 
closely. The actual area must not be less than 
the theoretical area, so that the pressures 
never exceed their design values. 
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HYDROPNEUMATIC EpUILIBRATOR DESIGN 

61. The gas volume of a hydropneumatic 
system is determined by the same method as 
for the pneumatic. The principles are the 
same, except that the hydropneumatic trans¬ 
mits the gas pressure to the operating piston 
by means of hydraulic fluid. One fluid avail¬ 
able for this purpose is MIL-H-6083B, Hy¬ 
draulic fluid, petroleum base, preservative. 
Figure 29 shows a general arrangement of 
this type of equilibrator. The gas in the accu¬ 
mulator tends to force the liquid from the 
reservoir through a flexible tube and hollow 
piston rod into the equilibrator cylinder. (See 
figure 9 and paragraph 11.) Sufficient liquid 
must be available to complete the stroke and 
stilt have some in reserve. This small addi¬ 
tional volume is necessary to permit adjust¬ 
ments and to prevent gas from entering the 
line. This establishes the minimum liquid 
level. Usually, the gas has direct contact with 


the fluid, the reservoir being mounted upright 
with the liquid port located in its bottom. If 
a separate tank, or accumulator, is used to 
store the gas, a maximum liquid level must 
be established so that the liquid cannot spill 
into the tank, even when the weapon is tilted. 

DESIGN OF EQUILIBRATOR COMPONENTS 

62. The forces of an equilibrator are 
usually treated as being confined to one unit. 
When only one equilibrator is necessary, it 
is located in a vertical plane passing through 
the centerline of the gun tube to preclude 
eccentric loads. However, a weapon may have 
two identical equilibrators if space in the 
center of the mount is not available, or if one 
unit would be too bulky. When this condition 
occurs, the forces are divided into two equal 
parts, each half representing the design loads 
for the equilibrators which are arranged sym¬ 
metrically about the center of the mount. 



31 


Digitized by i^ooQle 








AMCP 706-345 


EQUILIBRATORS 



(o) Pr 0 ssur 0 H§od End 
(OPEN ENO) 



(b) Pr9$sur0 Oh Rod End 
(CLOSED ENO) 


Figure 30. Two Methods of Applying Pressure in Cylinder 


Cylinder Design 

63. The inside dimensions of the cylinders 
are determined by the piston size and the 
length of stroke. The wall and head thick¬ 
nesses are set up by the pressures to be with¬ 
stood. The cylinder may be either closed or 
open ended, depending upon which side of 
the piston is pressurized. (See figure 30.) 


64. The circumferential stress, cr,, of the 
cylinder wall (due to fluid or packing) may 
be found by the Lame formula for thick- 
walled cylinders: 


(Tt 


= P. 


/ \ 
\d2^-d^^r 


(42) 


When the pressure is applied to the rod end 
of the piston, there is also a longitudinal 
stress. Present also are bending stresses from 
the frictional torque, Tb, but these are so 
small as to be negligible. The cylinder is an 
application where medium strength steel is 
suggested. Rigidity is very desirable to mini¬ 
mize the possibility of local damage and to 
prevent excessive dilation, which makes the 
seals less effective. 


65. The cylinder head (rod end) is treated 
as a flat plate with a concentric hole, its 
outer edge fixed and supported, and a uni¬ 
form load over the entire actual surface. (See 
figure 31.) The maximum stress occurs at 
the inner edge. (See bibliography, reference 
8 .) 



3P^ (m^ - 1) 

~ 4mt^ 

r a* —b* — log a/b 1 
I aHm-l)+bHm+l) J ^ ' 

where: a = outer radius 

b = inner radius 

m = reciprocal of Poisson's ratio 
Pg = pressure 
t = plate thickness. 

The cylinder head at the terminal end is more 
than adequately reinforced by the lug and, 
therefore, requires no analysis. 
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Piston Rod 


Terminak 


66. If the equilibrator is a pull type, the 
piston rod will be subjected to a tension load, 
and the stresses can be calculated accord¬ 
ingly. Note that if threaded, the critical sec¬ 
tion is at the root of the thread. If the equi- 
Hbrator is a push type, the rod is subjected 
to compression, and column action must be 
considered. 

67. In addition to axial loads, the rod is 
subjected to a bending moment because of 
the frictional torque, Ta (fig. 32). Usually, 
this is small enough to be ignored, but it must 
not be forgotten. With a long slender rod, 
there is a possibility that this bending might 
become appreciable. For this condition, the 
bending moment (bibliography, reference 9) 
is 


68. The equilibrator is pin-connected to the 
tipping parts at one end and to the top car¬ 
riage at the other. The terminals should be 
bushed and lubricated to reduce friction. In¬ 
termittent lubrication is considered satis¬ 
factory. If the bearing is a free-fit with fre¬ 
quent relative motion but unprotected from 
dirt, the allowable bearing stress is 8000 psi 
(bibliography, reference 10). If protected, 
the allowable bearing stress becomes 12,000 
psi (bibliography, reference 10). 

69. The maximum stress in the lug (fig. 
33) occurs at m and is (bibliography refer¬ 
ence 11): 


M 3= Tx sec 1/2 U, (44) 

and the maximum compressive stress is 



(45) 


where 


Tx = /* Fj} Ta 


i- I El 
Fh 


(See eq. 34a) 


E = modulus of elasticity, psi 
Lr = length of rod, in. 

Ar= cross section area at mid-span, in^ 
Z = section modulus at mid-span, in®. 



Figure 32. Rod Showing Applied Loads 
and Moments 


where a = 4.35 when 2 ^ ^ 4 

n 

Fb = applied equilibrator load 
n = radius of hole 
To = radius of lug 
t = thickness of lug. 

The lug must satisfy both bearing and tensile 
strength requirements. The hole size used 
above is that of the lug, and not of the bush¬ 
ing. 



Figure 33. Cylinder Terminal 
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70. Pins are made of high tensile steel and 
are subjected to shear and bending stresses. 
The load distribution is shown in figure 34. 
Both shear and bending should be checked. 
Bearing pressure also may be critical because 
of its low permissible value (8000 psi). 
Whichever of these three conditions is most 
critical will determine the size of the pin. 

Packings 

71. Figure 35 shows a typical packing as¬ 
sembly. The packing illustrated is propor¬ 
tioned after those already in use, so that 
previous experience is an important factor 
in its design. The Belleville spring and fluid 
pressure force the piston ring against the 
rubber filler. The pressure developed in the 
rubber then presses the packing ring against 
the cylinder wall to provide a seal. The 
method used to determine the amount of seal¬ 
ing pressure to be produced by the spring 
force follows: 


♦The pressure factor is the ratio of the radial pres¬ 
sure to the applied axial pressure. It is somewhat 
analojfous to Poisson’s ratio. The pressure factor 
would be 1.0 if the packing behaved hydrostat¬ 
ically. For rubber filler, K, = 0.73. (See bibliogra¬ 
phy, reference 1, page 12.) 

♦♦The value of v is taken from the design specifica¬ 
tions. For example, specifications for the recoil 
mechanism of the 175mm Gun Carriage, T76, call 
for ^=1.3 for the floating pi.ston and 0.88 for the 
i-tuffing box. Lubriciiticn was desired for the latter. 


Pn 
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Figure 34. Loading Diagram of Pin and Bearing 


The radial force: 

= ^ DwK, {Pe + P.) , lb. (47) 

Expressing radial pressure in terms of fluid 
pressure, 

(P. + P,„) =vPm, (47a) 

from which the required spring pressure is 

P> = ~ psi. (47b) 

where D — outside diameter of packing, 
in. 

Kj, = pressure factor* 

V— leakage factor** 

= maximum fluid pressure, psi 

P, rz axial pressure in packing pro¬ 
duced by spring, psi 

P^zz: fluid pressure at elevation 
angle 6, psig 

w = width of packing, in. 

72. Silver rings, whose cross sections are 
right angles, may be used to confine the 
corner of the packing to prevent it from ex¬ 
truding between the piston ring and the 
cylinder. Lately, considerable success has 
been attained in substituting polytetrofluoro- 
ethylene (Teflon) for leather and an alu¬ 
minum bearing alloy for silver. 

73. Another type of packing, usually 
limited to stuffing boxes, is the chevron pack¬ 
ing. It is commercially available and can be 
selected, according to requirements, from 
manufacturers* catalogues. 

Belleville Springs 

74. Springs are used to augment the pack¬ 
ing pressure. Belleville springs are selected 
because they require little space and provide 
large loads at small deflections. The design 
of Belleville springs is outlined in most spring 
manufacturers* handbooks (bibliography, 
reference 7). These springs are extremely 
sensitive to small changes in dimensions, and 
manufacturing variations can produce large 
load differences. Therefore, each spring as¬ 
sembly should be tested for load before in¬ 
stallation. The required spring load is 
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® PACKING RING 
(D PISTON RING FILLER 
© PISTON RING. STEEL 

© PISTON RING BAND. ANTI-FRICTION METAL 
(D BELLEVILLE SPRING 
© CHEVRON PACK 
© dL SEAL 


Figure 35. Typical Packing Assembly 


= n P., (48) 

where P, = packing pressure due to 
spring loads (par. 71) 

rj = inside radius of piston ring 
assembly 

To = outside radius of piston ring 
assembly. 

Tanks, Liquid and Gas 

75. Capacities of the tanks, reservoirs, or 
accumulators are determined by the amounts 
of hydraulic fluid and gas required for proper 
functioning of the equilibrator. Figure 36 is 
a sectional view of a fluid reservoir with 
liquid level gage, gas inlet manifold pipe 
and liquid outlet port. The manifold extends 
into the tank near the top, and, except for 
several small gas ports, is completely sealed 
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to prevent oil from splashing into the gas 
line. An internal float-type gage indicates the 
liquid level. It is preferred to an external 
gage because it is protected by the tank walls. 

76. Dished heads are used to save space, 
and the structure should conform to the 
ASME Unfired Pressure Vessel Code. The 
gas tank, or accumulator, may be similarly 
constructed but without the gage and mani¬ 
fold. 

Equilibrator Adjustment 

77. Adjustment devices provide a conven¬ 
ient means of compensating for changes in 
gas pressure brought on by temperature 
changes. They eliminate frequent adding and 
releasing gas to adjust the pressure. With 


the volume of the gas being held constant, 
the pressure varies directly as the absolute 
temperature: 

P2 T2 ‘ 

At 70°F., Ti = 530 degrees absolute. Thus, 
a variation of plus or minus 25 degrees 
represents a deviation in pressure of about 
5 percent each side of the mean. This devia¬ 
tion is reflected in the equilibrator force and 
equilibrator moment about the trunnion. The 
adjustment is designed to compensate for 
this amount of deviation. If further adjust¬ 
ment is needed, gas is either added to or re¬ 
leased from the tank. The adjustment may 
be achieved in either of two ways: adjust 
the moment arm, or adjust the gas pressure. 
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78. The variable-moment-arm-method of 
adjusting for temperature variations is illds- 
trated in figure 37. The top carriage end of 
the equiKbrator is pin-connected to a slider, 
or adjusting guide. This sliding guide is 
housed in a machined guide housing attached 
to the top carriage. The guide includes an 
adjusting screw, which is used to raise or 
lower the guide along the housing. This shifts 
the line of action of the equilibrator and 
increases or decreases the length of the mo¬ 
ment arm, as may be required. An index and 
a scale, calibrated in degrees, indicate what 
the temperature setting should be. 

79. The procedure for determining the di¬ 
rection and length of travel of the adjusting 
guide will now be described. Figure 38 is a 
schematic sketch of the system. The adjust¬ 
ing movement of the guide is perpendicular 
to the normal position of the equilibrator. 


Since only 5 percent deviation in movement 
is required, the limits of the adjusted moment 
arm, r' are 0.95r and 1.05r. At the limits of r'. 



r' = 0.95r and l.OSr 


6 = Ltan (♦ — ’*') 


cos (♦ — ♦') ‘ 

A change in length, L, means a change in 
gas volume and pressure. Thus, the equilibra¬ 
tor moment changes in two respects: a 
change in moment arm, and a change in 
force; although the latter is negligible and 
its effect may be ignored. 


PIN ON A0JUSTIN6 
GUIDE 



PIN ON 

TIPPING PARTS 

t • adjusting guide travel, each direction for the normal q. 

L • EQUIUBRATOR LENGTH. NORMAL POSITION 

L' ■ EQUILIBRATOR LENGTH. ADJUSTED POSITION ON EITHER SIDE 

r • moment arm. normal position 

MOMENT ARM. ANY ADJUSTED POSITION 
R • TURNING RADIUS 
f • ANGLE BETWEEN L AND R 


Figure 38. Equilibrator Geometry for Adjustment 
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80. The adjusting guide travel having been 
determined, the adjusting scale can now be 
calibrated in terms of temperature change. 
At points along the travel line on both sides 
of the normal position, small increments, e, 
are selected for which U and r' are calculated. 
From the change in equilibrator length, aL 
= L — L\ the new gas volumes are deter¬ 
mined (par. 59). The equilibrator moment is 
found for normal temperature and position. 
Next, the moment is calculated for the 
changes in pressure and moment arm caused 
by the change in position. These results de¬ 
termine how much the pressure must be in¬ 
creased or decreased to provide a moment 
equal to the normal one. The change in pres¬ 
sure is indicative of the change in tempera¬ 
ture necessary to produce it. This change in 
temperature is marked on the scale at the 
appropriate point. This process is repeated 
until the required temperature range is 
spanned. 

81. The pressure-control method of adjust¬ 
ment entails adding fluid to the reseiwoir to 
raise the gas pressure or removing fluid to 
lower the pressure. The correct pressure is 
usually indicated by a specified handwheel 
torque at a given elevation. A hand pump 
may be used to add fluid, if this is required. 
The adjustment range is limited by the 
amount of reserve fluid in the accumulator. 

Semiautomatic Adjustment 

82. Figure 39 shows a semiautomatic de¬ 
vice for maintaining proper equilibrator gas 
pressure. This unit controls the pressure by 
adding or draining hydraulic fluid from the 
accumulator by means of a pressure relief 
valve and a hydraulic pump. The fluid reserve 
is contained in the pump tank, or reservoir 
(as distinguished from the equilibrator reser¬ 
voir, or accumulator). Power should be avail¬ 
able to operate a hydraulic pump capable of 
delivering fluid at a rate that will compensate 
for a 25-degree temperature change in about 
10 minutes. The motor is started and stopped 
by a manually operated switch, and adjust¬ 
ment takes place only when the motor is run¬ 
ning. At all other times, the equilibrator is 
isolated by the equilibrator check valve (A, 
fig. 39). 

83. The correct pressure for any angle of 
elevation is known, and this knowledge is 


built into a cam which moves with the tip¬ 
ping parts. (See figure 39 for this and all 
other references in this description.) The 
cam follower is connected by a linkage to the 
control-valve spring (pressure relief valve, 
C). Thus, the spring always exerts the proper 
force corresponding to the correct pressure 
for any angle of elevation. 

84. With the pump running and the equi¬ 
librator pressure low, equilibrator check 
valve (A) is opened by the operating piston 

(B) , whose area is larger than that of the 
valve. Pump check valve (D) opens by hy¬ 
draulic pressure from the pump. Fluid flows 
into the accumulator through valves (D) and 
(A) and outlet (1) until the proper pressure 
is reached. At that time, the pressure relief 
valve (C) opens and any additional fluid from 
the pump flows through inlet (5) to the pump 
reservoir. 

85. With the pump operating and the equi¬ 
librator pressure high, valves (A) and (D) 
open, as before. Pressure relief valve (C) 
opens because of excessive pressure in the 
system. Fluid from both the surge tank and 
the pump flows into the pump reservoir. 
When the correct pressure is reached, valve 

(C) closes and only pump fluid goes to the 
reservoir. When the pump motor is shut off, 
after either high or low pressure compensa¬ 
tion, valve (A) closes and the equilibrator 
is again isolated. 

. 86. An oil level gage is provided on the 
pump reservoir. When the fluid level is at 
either extreme and an unbalanced condition 
persists, gas should be added or released so 
as to bring the level to its proper position. 

87. Check valves (A) and (D) are spring 
seated, but, since they do not seat against 
any pressure, the springs need only enough 
stiffness to insure prompt seating when the 
pump stops. Check valve (D) prevents a 
reverse flow back to the pump. The pressure 
relief, or control valve (C) is a different 
matter. Its spring must be capable of adjust¬ 
ing its seating load to correspond to the 
equilibrator pressure at any elevation. The 
spring rate is based on maximum and mini¬ 
mum equilibrator pressures and on a con¬ 
venient small displacement. The initial spring 
load is adjusted to suit different pressures 
exerted by the control rod, which compresses 
the spring to a greater or lesser degree in 
response to the cam follower. The linkage 
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^ SECTION 
THROUGH 
PRESSURE 
CONTROL 
® VALVE 


© outlet to surge tank 

© outlet (PLUGGED) FOR GAGE. GAS PRESSURE 
(D OUTLET (PLUGGED) FOR GAGE. PUMP 
0 INLET FROM HYDRAULIC PUMP 
0 INLET TO RESERVOIR 
0 EOUILIBRATOR CHECK VALVE 
0 OPERATING PISTON 
© PRESSURE REUEF VALVE 
0 PUMP CHECK VALVE 

Figun 39. Semiautomatic Adjustment 
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between the cam follower and the control 
rod has a mechanical advantage of approx¬ 
imately 4 to 1, which provides desired sen¬ 
sitivity of the pressure relief valve (C), and 
at the same time, results in a cam of reason¬ 
able proportions. The cam radii are based on 
the control rod displacements: (See figure 
40.) 

= valve pressure area 

Pt = equilibrator pressure, any po¬ 
sition 

F, = AvPt= valve load, any posi¬ 
tion 

F„ = maximum valve spring load 

Fo = minimum valve spring load 

A, = spring deflection between Fo 
and 

Ao = spring deflection at minimum 
pressure 

Ro = minimum cam radius 

X = mechanical advantage of link¬ 
age 

0 = angle of elevation 

nr — Fo 

K, =-z= spring rate 


Fv 

A = = spring deflection at 0 

R$ 

d, = A — Ao = control rod travel 

Re=: Ro + aRc =: cam radius at 0, 

where aJ?<; <=« xd,. The value of aB,, can be 
obtained from the geometry of the S 3 rstem 
shown in figure 40. 

Two fine adjustments are provided for the 
control-valve operating mechanism: A slotted 
hole in one end of the cam permits it to be 
slightly rotated about the other end for exact 
positioning. A turnbuckle in the link between 
the cam follower and the regulating arm pro¬ 
vides adjustment of initial spring loads of 
the pressure relief valve. The cam follower 
is spring-loaded to insure proper contact at 
all times. 

Suggested Materiak for Equilibrator 
Components 

88. Hard bearing bronze, properly grooved 
for lubrication, is recommended for sliding 
or rotating parts not freely lubricated. The 
choice of packing materials may depend on 
present and future developments. However, 
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some units now in use, such as shown in fig¬ 
ure 35, have a leather packing ring, WXS- 
157, with a piston ring filler made of molded 
synthetic rubber compound SC 610 ABFF, 
MIL-R-3065. Oil seals may be of leather or 
neoprene, CLHX2. As stated in paragraph 
73, chevron packings are commercially avail¬ 
able. Where tubes are used to transmit fluid 
(fig. 29), seamless, flexible metal tubing is 
recommended similar to American Brass Co., 
Type S-2-C. 

89. High strength steels should be avoided 
unless there is a positive advantage in using 
them. Moderate tensile strengths of about 
70,000 psi are recommended. The factor of 
safety, based on yield strength, should be 
1.5. The choice of material will be influenced 
by the purpose. Where high strength-to- 
weight ratios are needed, as in mobile weap¬ 
ons, a high strength steel is indicated. But 
where rigidity is the prime requirement, a 
medium strength steel will serve just as well. 

Manufacturing Procedure 

90. No special techniques are involved in 
the fabrication of equilibrators since they can 
be constructed by ordinary machine shop 
methods. It should be pointed out, however, 
that cylinders are honed and pistons are fit¬ 
ted on assembly. 

MAINTENANCE OF EQUILIBRATORS 

91. Adequate care of the equilibrators 
usually insures that it will be in working 
order at all times. Periodic inspection, lubri¬ 
cation of sliding surfaces, and adjustments 
to compensate for temperature changes (par. 
77), constitute preventive maintenance. The 
adjustment of spring tension, gas pressure, 
or oil volume, the replacement of broken 
parts, or the repair of slightly damaged parts, 
constitute corrective maintenance. The gun 
crew attends to preventive maintenance but 
only skilled ordnance personnel, unless direc¬ 
tives state otherwise, perform corrective 
maintenance. 

92. Inspection comprises several activities 
including observations of whether a failure 
or impending failure of structural compo¬ 
nents is present; whether sliding surfaces 
are smooth, clean, and lubricated; and 
whether the tipping parts can be elevated 
readily. The laist is the key to a normally 


functioning equilibrator, provided that the 
elevating system is in good working order. 
The elevating mechanism and equilibrator 
are treated as one unit for this phase of the 
inspection. Maximum specified hand wheel 
loads should not exceed 20 pounds, but 12 
pounds is a more attractive limit. An ordi¬ 
nary spring scale attached to the handle may 
be used to measure these loads. During in¬ 
spection, when the hand wheel loads exceed 
the maximum or are uneven, either the equi¬ 
librator or the elevating mechanism is faulty. 
If the elevating system is unbroken and is 
neither clogged with dirt, in need of lubri¬ 
cation, nor its gears meshed too tightly, then 
the malfunction stems from the equilibrator. 

93. A dented cylinder or spring case, and 
broken or worn parts cause uneven as well 
as excessive hand wheel loads. Set springs 
of spring equilibrators should be adjusted, or 
replaced, if the set is too pronounced. Broken 
springs must be replaced. High hand wheel 
loads are also caused by low gas pressure or 
insufficient oil supply which result from leak¬ 
age. On the other hand, excessive gas pres¬ 
sures also contribute to high hand wheel 
loads. Pressure increases are caused by fre¬ 
quent and rapid operation or by hot weather. 
If corrections are needed beyond the limited 
range of the adjustment devices (par. 77), 
gas or oil must either be added to or removed 
from the system. It is not advisable to check 
gas pressure unless it is evident that the equi¬ 
librators are not functioning properly. Dur¬ 
ing each check, about 15 psi of pressure are 
lost. Also, the operation exposes the valve 
seat to dirt, causing leakage and eventual 
ineffectiveness. Filter elements should be 
checked, and when necessary, cleaned or re¬ 
placed. When dirty, equilibrators are to be 
disassembled, washed in a nonflammable dry 
cleaning fluid, dried thoroughly, and lubri¬ 
cated before reassembly. 

94. Lubrication provides the most effec¬ 
tive means of preventive maintenance. Not 
only does it reduce friction, and subsequent 
wear or galling of sliding surfaces, but it also 
serves as a preservative, guarding against 
corrosion. Although several oils and greases 
make good equilibrator lubricants, the one 
now used generally is MIL-G-10924A grease. 
This grease is suitable ior lubrication where 
ambient temperatures range from 65®F to 
125°F. 
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APPENDIX I 

SAMPLE CALCULATIONS FOR PNEUMATIC 
EQUILIBRATOR PERFORMANCE 


A. E9UILIBRATOR MOMENT ARM 


B. WEIGHT MOMENT 


95. As an example two pneumatic equilib- 
rators performing as one unit in a hypo¬ 
thetical weapon have been chosen. The equi- 
librator geometry is shown in figure 41. For 
calculating the moment arm, the known terms 
(in inches and degrees) are: 

when = 0, ♦ = 86° 48' 
c = 56.989 
= 65° 

/?= 19 
fi = 123° 12' 

= -5° 

From Equation (2) 

L#* = c* -f- /?* — 2cR COS'* 

= 3608.75 — 2165.58 cos*, in-. 


96. The tipping parts of the hypothetical 
weapon weigh 10,000 lb and conform to fig¬ 
ure 42. The weight moment is calculated 
from the known data: 

Wt = 10,000 lb 

= 29.39 in. 

4,' = 3° 28' 

and from Equation (5), 

M„ = WiRt cos 4 >, lb-in. 

= Lq — Ljg, 

For convenience Lo is selected to be the equi- 
librator length when 0 equals zero rather than 
when * equals zero. (Reference paragraph 
25.) 


From Equation (3) C. GAS VOLUME 

r=cR s\n*/Le 

= 1082.79 sin*/L«, in. 97- The gas volume is determined by equat- 

_ ing the equilibrator and weight moments at 

^ _ 0° and 55° elevation, and then solving for 


= \/361 — r^, in. the initial gas volume. Assuming that for 

MOMENT ARM CALCULATIONS 

e 

'I' 

sin 4^ 

cot 'i' 

l 2 


r 

d 

—5- 

91" 48' 

0.9954 

—0.0314 

3676.8 

60.64 

17.85 

6.51 

0- 

00 

o 

<£> 

00 

.9984 

.0558 

3487.9 

59.06 

18.30 

5.11 

10" 

76" 48' 

.9736 

.2284 

3114.2 

55.80 

18.89 

2.04 

20" 

66" 48' 

.9191 

.3939 

2755.6 

52.49 

18.96 

1.23 

30" 

66" 48' 

.8368 

.5476 

2423.0 

49.22 

18.41 

4.70 

40" 

46" 48' 

.7290 

.6846 

2126.3 

46.11 

17.12 

8.24 

46" 

00 

e 

.6665 

.7455 

1994.4 

44.66 

16.16 

9.98 

50" 

36" 48' 

.5990 

.8007 

1874.7 

43.30 

14.98 

11.69 

65" 

CO 

00 

.5270 

.8499 

1768.2 

42.05 

13.57 

13.30 

60" 

26" 48' 

.4509 

.8926 

1675.8 

40.94 

11.92 

14.80 

65" 

21" 48' 

.3714 

.9285 

1598.0 

39.98 

10.06 

16.12 
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WEIGHT MOMENT CALCULATIONS 



AL 

0 

cot 0 

Rt cot 0 

M, 

—6* 

—1.68 

eo 

• 

1 

0.9996 

29.38 

293800 

0* 

0.00 

3* 28' 

.9982 

29.34 

293400 

o 

O 

3.26 

13* 28' 

.9726 

28.68 

286800 

20* 

6.67 

• 

00 

04 

.9173 

26.96 

269600 

SO* 

9.84 

CO 

CO 

• 

.8342 

24.62 

245200 

40* 

12.96 

43* 28' 

.7268 

21.33 

213300 

46* 

14.40 

48* 28' 

.6631 

19.49 

194900 

60’ 

16.76 

00 

O) 

• 

00 

.6963 

17.60 

175000 

66- 

17.01 

68- 28' 

.6230 

16.37 

153700 

60* 

18.12 

63- 28' 

.4467 

13.13 

131300 

65’ 

19.08 

68- 28' 

.3670 

10.79 

107900 


this h 3 rpothetical equilibrator D = 3.76 in. 
(piston diam.) and d = 1.25 in. (rod diam.), 
then the effective pressure area of two pis¬ 
tons is: 


A = 2^(D^-<P) = 19.635 in^ 
4 


Equating the weight moment, M„, to the 
equilibrator moment, Fr, at two elevations: 


Rod force at 0° elevation. 


Fo = 



293400 

18.30 


= 16030 lb. 



Figure 42. Geometry for the Weight Moment 

Rod force at 55® elevation. 


F,5 = = 11330 lb. 

rjs 13.57 

The respective gas pressures must be: 

Fo = -^ = 816 psig, 

Fes = = 677 psig; 

or, in terms of absolute pressure, 

Pa^ = 816 -I- 15 = 831 psia, 

= 677 -I- 16 = 692 psia. 
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98. To determine initial gas volume, first 
compute gas volume at 55° elevation: 

^66 = ^0 " t " 

where aFss = A^Laa = displacement at 55° 

elevation; and 

aLss 17.10 in. = equilibrator 
stroke at 55° 
elevation. 

Thus, from Boyle’s Law: 

Pa^ Vo = Pajj ^65 

or: 831 Vo = 592 (Vo+ 334) 

Vo = 827 in* = initial gas volume. 

99. If friction is neglected, the following 

equations are suflScient for calculating the 
torque required to elevate (T^ = — MJ: 


Change in gas volume, 

A V = A aL = 19.635 aL in* 
Gas volume, V(? = Vo + aV = 827 + aV 

Absolute pressure, Pa^ = _ 

687237 
—^psia 

Gas pressure, Pe = Pa^ — 15 psig 

Rod force, Fg = = 19.635 P 9 lb 

Equilibrator moment. Mg = FgV lb-in. 

The calculations are tabulated in the accom¬ 
panying table, and figure 43 shows the rela¬ 
tion of the weight (M,r) and gas force {Mg) 
moments about the trunnion during friction¬ 
less elevation. 




-5 0 10 20 30 40 90 60 70 

ANGLE OF ELEVATION (dtg) 

Figure 43. Equilibrator Performance Curves for a Prictionlese System 
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TORQUE REQUIRED TO ELEVATE 
(FrieUeii Not Coosidoro4) 


# 

AL 

AV 


s 


Ft 

r 

MU 

JMw 

T. 

$ 

—6 

—1.58 

—31 

796 

868 

848 

16650 

17.85 

297200 

293800 

—8400 

—6 

0 

0 

0 

827 

831 

816 

16030 

18.30 

293400 

293400 

0 

0 

10 

8.26 

64 

891 

771 

756 

14844 

18.89 

280400 

285800 

5400 

10 

20 

6.57 

129 

956 

719 

704 

13823 

18.96 

262100 

269600 

7500 

20 

80 

9.84 

193 

1020 

674 

659 

12939 

18.41 

238200 

245200 

7000 

80 

40 

12.95 

254 

1081 

636 

621 

12198 

17.12 

208700 

213300 

4600 

40 

45 

14.40 

283 

1110 

619 

604 

11860 

16.16 

191600 

194900 

3300 

45 

50 

15.76 

309 

1136 

605 

590 

11585 

14.98 

173500 

175000 

1500 

50 

55 

17.01 

334 

1161 

592 

577 

11330 

13.57 

153700 

153700 

0 

55 

60 

18.12 

356 

1183 

581 

566 

11113 

11.92 

132500 

131300 

—1200 

60 

65 

19.08 

375 

1202 

572 

557 

10937 

10.06 

110000 

107900 

—2100 

65 


D. MANUAL ELEVATION 

100. For manual elevation, the handwheel 
torque must overcome friction as well as the 
unbalance of the equilibrator and weight 
moments. The equivalent spring pressure of 
a typical pneumatic equilibrator (Eq. 47b) is: 


The total frictional force of the packing then 
is: 

f, = /,j + f,^ = 0.359 (P, + 174), lb. 
Therefore, the total rod force, 

Fg = Ff — /p, lb. 



0.88 - 0.73 
0.73 


848 = 174 psi 


where y = 0.88 = leakage factor 

Kp = 0.73 pressure factor for rubber 
filler 


101. To compute bearing torque at the 
connections, assume that the bearing diam¬ 
eter at both ends is 2 in. (r^ = r* = 1 in.), 
and the coefficient of friction /i = .08; then 
(fig. 26): 

Ta = hFhVa = 0.08 Fg, lb-in. 


P„ = 848 psi = maximum applied 
pressure (max. P#). 

Then the frictional force on the piston seals 
is determined (Eqs. 1 and 47). At the piston 
seal: 


and Tg = nFgVg = 0.08 Fg, lb-in. 

From e = -5* to 6 = 16* 17', where 16* 17' 
represents position 1 in figure 12, 

Fa = TAd/Lr = 0.08 Fgd/Lr, lb. 


/,j = wDw^JC (P, + P.) = 0.269 (P, + 174), 

where w = 0.625 = width of seal, in 

n = 0.05 = coefficient of packing 
friction 


Fg = Tg {l-d/L)/r 

= 0MFg (l-d/L)/r,lb. 

From 0 = 16* 17' to = 65*, 

Fa = TAd/Lr = 0.08 F„d/Lr, lb, 


Pt = fluid pressure, psig at any 
elevation. 


Fg = Tg il+d/L)/r 

z=0.0S Fg (l-fd/L)/r,lb. 


At the rod seal: fp^ = wdwnK (P» + P,) 

= 0.090 (P,-f 174). 


The frictional load on the rod then is: 
F, = Fa + Fg, lb. 
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MANUAL ELEVATION CALCULATIONS 


e 

L 

r 

d 


F, 

fp 

F> 

Fa 

F. 

F 

Mw 

M. 

T. 

$ 

—6 

60.64 

17.85 

6.51 

848 

16650 

367 

16283 

8 

65 

16210 

293800 

289300 

4500 

—5 

0 

59.06 

18.30 

5.11 

816 

16030 

355 

15675 

6 

63 

15606 

293400 

285600 

7800 

0 

10 

55.80 

18.89 

2.04 

756 

14844 

334 

14510 

2 

59 

14449 

285800 

272900 

12900 

10 

20 

52.49 

18.96 

1.23 

704 

13823 

315 

13508 

1 

58 

13449 

269600 

255000 

14600 

20 

30 

49.22 

18.41 

4.70 

659 

12939 

299 

12640 

5 

60 

12575 

245200 

231500 

13700 

30 

40 

46.11 

17.12 

8.24 

621 

12193 

285 

11908 

10 

66 

11832 

213300 

202600 

10700 

40 

45 

44.66 

16.16 

9.98 

604 

11860 

279 

11581 

13 

70 

11498 

194900 

185800 

9100 

45 

50 

43.30 

14.98 

11.69 

590 

11585 

274 

11311 

16 

77 

11218 

175000 

168000 

7000 

50 

55 

42.05 

13.57 

13.30 

577 

11330 

270 

11060 

21 

86 

10953 

153700 

148600 

5100 

55 

60 

40.94 

11.92 

14.80 

566 

11113 

266 

10847 

26 

99 

10722 

131300 

127800 

3500 

60 

65 

39.98 

10.06 

16.12 

557 

10973 

262 

10711 

34 

120 

10557 

107900 

106200 

1700 

65 


102. Thus, the equilibrator rod force is: 

F = Fn-F„ lb, 

and the equilibrator moment 
Me = Fr, lb-in. 

The torque required to elevate is: 

Te = Mu, — Me, lb-in. 

The calculations for manual elevation are 
tabulated above and shown graphically in 
figure 44. 

E. MANUAL DEPRESSION 

103. During manual depression, the pack¬ 
ing frictional forces are the same as during 
manual elevation except that their direction 
will be reversed: 

/p =-0.359 (Ptf + 174),lb. 

The total rod force, 

F* = Fp-/p, lb. 

The bearing torques, Ta and equal yF r 
or .08 Fr as before. Then according to figure 
27, from ^ 65® to ^ = 16® 17', 

Fa = -TA d/Lr = -0.08 Fr d/Lr, lb. 

Fr = -Tb (l+d/L)/r 

z= - 0.08 Fr (1+d/L) /r, lb. 

From e = 16° 17' to ^ = -5°, 

Fa = TAd/Lr = - 0.08 F^^d/Lr, lb. 


Fb = -Ts (l-d/L)/r 

= 0.08F^ (l-d/L)/r, lb. 

Then, the rod frictional load will be: 

F,=:F^ + Fb, lb; 

and the equilibrator rod force, 

F^Fr- F„ lb. 

104. As before, the equilibrator moment is: 

Me = Fr, lb-in 

and the torque required to depress, 

Te = Me — Mu,, lb-in. 

The accompanying table lists the results ob¬ 
tained from the manual depression calcula¬ 
tions. (See figure 44.) 

F. POWER ELEVATION 

105. In power elevation, polytropic expan¬ 
sion must be considered in calculating pack¬ 
ing friction. Power elevation is assumed to 
begin at the loading angle, in this case 10 
degrees elevation. For polytropic expansion, 

= PioVio®, 

which yields the absolute gas pressure: 
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figun 45. Cquilibrator P»rfonnane 0 Curves for Power Oporation 

POWER ELEVATION CALCULATIONS 


0 

d/L 

p(in.) 

V, ' 

(^) 

1.4 

'r 

Ft 

fp 

F» 

Fa 

Fb 

F 

Mw 

Me 

T. 

# 

10 

0.036 

18.89 

891 

1.000 

756 

14844 

334 

14510 

2 

59 

14449 

285800 

272900 

12900 

10 

20 

.022 

18.96 

956 

0.906 

683 

13411 

308 

1310S 

1 

56 

13046 

269600 

247400 

22200 

20 

SO 

.095 

18.41 

1020 

.829 

624 

12252 

286 

11966 

5 

57 

11904 

245200 

219200 

26000 

30 

40 

.179 

17.12 

1081 

.762 

572 

11230 

268 

10962 

9 

61 

10892 

213300 

186500 

26800 

40 

45 

.224 

16.16 

1110 

.736 

552 

10838 

261 

10677 

12 

64 

10501 

194900 

169700 

25200 

45 

50 

.270 

14.98 

1136 

.712 

534 

10485 

254 

10231 

15 

69 

10147 

175000 

152000 

23000 

50 

55 

.316 

13.57 

1161 

.690 

517 

10151 

248 

9903 

18 

77 

9808 

153700 

133100 

20600 

55 

60 

.362 

11.92 

1183 

.673 

504 

9896 

243 

9653 

23 

88 

9542 

131300 

113700 

17600 

60 

65 

.403 

10.06 

1202 

.657 

492 

9660 

239 

9421 

30 

105 

9286 

107900 

93400 

14500 

65 
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where Pio = 771 psia = gas pressure at 10° 

elevation (par. 99) 

Vio = 891 in* = gas volume at 10° 
elevation 

n= 1.4, assumed. 

Gage gas pressure then is: 

Pi = Pot - 15, psig 

The force of the gas on the equilibrator rod: 

Ft = APt = 19.635 Pt, lb. 

Summing the packing frictional forces: 

ft = .369 (P + 174) (par. 100),lb. 

Net rod force then is: 

P* = P,_/„lb. 

106. Frictional torque at the bearings and 
subsequent calculations are exactly as in 
paragraphs 101 and 102 (manual elevation). 
The calculations are tabulated in the accom¬ 
panying table, and the moments about the 
trunnion are plotted in figure 45. 

O. POWER DEPRESSION 

107. It is unlikely that the maximum angle 
of elevation will be maintained for any appre¬ 
ciable length of time. Therefore, it is reason¬ 
able to assume that the expanded gases will 
not regain any heat before power depression 
begins and the pressure-volume curve for 


compression will coincide with that for ex¬ 
pansion. From polytropic compression, then, 
with the exponent n = 1.4, the absolute gas 
pressure can be computed. 

P= PesFes" 

Pot = Pes > psia. 

where Pes = 492 psig = gas pressure at 65° 

elevation (par. 
106) 

Fes = 1202 in* = gas volume at 65° 
elevation 

Gage gas pressure then is: 

Pi = Pot — 15, psig. 

Gas force on the equilibrator rod: 

F, = APt = 19.635 Pt. lb. 

Total packing friction: 

ft = .359 {Pt -f 174) (par. 100), lb. 

Net rod force: 

Fn = F,-ft.\h. 

108. Bearing torque and subsequent cal¬ 
culations are identical with those shown in 
paragraphs 103 and 104 (manual depres¬ 
sion). Power depression calculations are 
shown in the accompanying table. (See fig¬ 
ure 45.) 


POWER DEPRESSION CALCULATIONS 


e 

d/l 

p 


\ / r , 

F, 

U 

F> 

Fa 

F. 

F 

Mw 

M. 

T. 

$ 

65 

.403 

10.06 

1202 

1.000 

492 

9660 

—239 

9899 

—32 

—110 

10041 

107900 

101000 

—6900 

65 

60 

.362 

11.92 

1183 

1.023 

504 

9896 

—243 

10139 

—25 

—93 

10257 

131300 

122300 

—9000 

60 

55 

.316 

13.57 

1161 

1.050 

517 

10151 

—284 

10435 

—19 

—81 

10499 

153700 

142500 

—11200 

55 

50 

.270 

14.98 

1136 

1.082 

533 

10485 

—254 

10739 

—15 

—73 

10917 

175000 

163500 

-11500 

50 

45 

.224 

16.16 

1110 

1.120 

552 

10838 

—261 

11099 

—12 

—67 

11178 

194900 

180600 

—14300 

45 

40 

.179 

17.12 

1081 

1.160 

573 

11251 

—268 

11519 

—10 

—63 

11592 

213300 

198500 

—14800 

40 

30 

.095 

18.41 

1020 

1.258 

623 

12233 

—286 

12519 

—5 

—60 

12584 

245200 

231700 

—13500 

30 

20 

.022 

18.96 

956 

1.377 

683 

13411 

—308 

13719 

—1 

—59 

13779 

269600 

261200 

—8400 

20 

10 

.036 

18.89 

891 

1.520 

756 

14844 

—334 

15178 

—2 

—62 

15242 

285800 

287900 

—2100 

10 

0 

.086 

18.30 

827 

1.688 

841 

16513 

—364 

16877 

—6 

—67 

16951 

293400 

310200 

16800 

0 

—5 

.107 

17.85 

796 

1.781 

888 

17436 

—381 

17817 

—9 

—71 

17897 

293800 

319500 

25700 

—5 


49 


Digitized by i^ooQle 



AMCP 706-345 


EQUILIBRATORS 


H. POWER DEPRESSION AFTER MANUAL 
ELEVATION 

109. The final condition of equilibrator 
operation concerns power depression after 
manual elevation. This condition imposes the 


maximum pressure under which the system 
may operate. The equations are the same as 
those for normal power depression (pars. 107 
and 108) except for P«s, which is 672 psig 
in the isothermal condition prior to depres¬ 
sion. The following table lists the calculations. 
(See figure 45.) 



CALCULATIONS FOR POWER DEPRESSION AFTER MANUAL ELEVATION 


e 

d/L 

r 

V, 

(^) 

1.4 

F. 

fp 

H 

Fa 

Fb 

F 

Mw 

M. 

T. 

0 

65 

.403 

10.06 

1202 

1.000 

557 

10937 

—262 

11199 

—36 

—125 

11360 

107900 

114300 

6400 

65 

60 

.362 

11.92 

1183 

1.023 

570 

11192 

—267 

11459 

—28 

—105 

11592 

131300 

138200 

6900 

60 

55 

.316 

13.57 

1161 

1.050 

586 

11506 

—273 

11779 

—22 

—91 

11892 

153700 

161400 

7700 

55 

50 

.270 

14.98 

1136 

1.082 

604 

11860 

—279 

12139 

—18 

—82 

12239 

175000 

183300 

8300 

50 

45 

.224 

16.16 

1110 

1.118 

624 

12252 

—287 

12539 

—14 

—76 

12629 

194900 

204100 

9200 

45 

40 

.179 

17.12 

1081 

1.160 

649 

12743 

—295 

13038 

—11 

—72 

13121 

213300 

224600 

11300 

40 

30 

.095 

18.11 

1020 

1.258 

705 

13843 

—316 

14159 

—6 

—67 

14232 

245200 

262000 

16800 

30 

20 

.022 

18.96 

956 

1.377 

773 

15178 

—340 

15518 

—1 

—67 

15586 

269600 

295500 

25900 

20 

10 

.036 

18.89 

891 

1.520 

854 

16768 

—367 

17137 

—3 

—70 

17210 

285800 

325100 

39300 

10 

0 

.086 

18.30 

827 

1.688 

951 

18673 

—404 

19077 

—8 

—75 

19160 

293400 

350600 

57200 

0 

—5 

.107 

17.85 

796 

1.781 

1004 

19714 

—423 

20137 

—9 

—81 

20227 

293800 

361000 

67200 

—5 
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APPENDIX II 

SAMPLE CALCULATIONS FOR SPRING EQUILIBRATOR PERFORMANCE 


A. PERFECT BALANCE EQUILIBRATOR 

110. To illustrate the procedure for calcu¬ 
lating the parameters of a perfect balance 
equilibrator system (par. 26) we have chosen 
the configuration shown in figure 46 with the 
following fixed conditions; 

♦ = 90°, when <^ = 0° 

^'= 5 ° 
c = 12.15 in. 

R = 36.33 in. 

Rt = 18 in. 

W, = 2000 lb. 

From Equation (5a), 

= R,W, = 36000 lb-in. 

From Equation (14a), 


_ 36000 

Ag — —— — ———— 

cR 441 

= 81.5 Ib/in, spring rate. 

The maximum spring force will occur at the 
minimum angle of elevation or 

e = -5°, 

and ^ ~ 0°. 

From Equation (2), 

L* = c* -f /?* — 2cR cos ♦ 

L* = 1467 - 0 = 1467 
L = 38.3 in., the maximum spring deflection. 
From Equation (8b), 

Fy, = KJ. 

= 3120 lb, the maximum spring force. 

Sufficient information is now available to de¬ 
sign the spring. A sample problem appears 
in paragraph 113. If desired, perfect balance 
can be shown throughout the elevation cycle 
by substituting values in Equations (5) and 
( 6 ). 
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WEIGHT MOMENT CALCULATIONS MOMENT ARM CALCULATIONS 


# 


COB ^ 

CGt ^ 

Mw 

# 

♦ 


COB'i' 

1* 

L 

r 

— 6 * 

— I * 32 ' 

0.9996 

18.00 

36000 

—5 

120 

0.8660 

—^.5000 

1908.9 

43.69 

8.75 

0 * 

3 * 28 ' 

.9982 

17.96 

35900 

0 

115 

.9063 

—.4226 

1840.6 

42.90 

9.32 

10 * 

13 * 28 ' 

.9725 

17.50 

35000 

10 

105 

.9659 

—.2588 

1696.0 

41.17 

10.36 

20 * 

23 * 28 ' 

.9173 

16.50 

33000 

20 

95 

.9962 

—.0872 

1544.4 

39.30 

11.19 

30 * 

33 * 28 ' 

.8342 

15.02 

30000 

30 

85 

.9962 

.0872 

1390.5 

37.29 

11.79 

40 * 

43 * 28 ' 

.7258 

13.06 

26100 

40 

75 

.9659 

.2588 

1239.0 

35.20 

12.11 

45 * 

48 * 28 ' 

.6631 

11.94 

23900 

45 

70 

.9397 

.3420 

1165.6 

34.14 

12.15 

60 * 

53 * 28 ' 

.5953 

10.72 

21400 

50 

65 

.9063 

.4226 

1094.4 

33.08 

12.09 

66 * 

58 * 28 ' 

.5230 

9.42 

18800 

55 

60 

.8660 

.5000 

1026.1 

32.03 

11.93 

60 * 

63 * 28 ' 

.4467 

8.04 

16100 

60 

55 

.8192 

.5736 

961.1 

31.00 

11.66 

65 * 

68 * 28 ' 

.3670 

6.60 

13200 

65 

50 

.7660 

.6428 

900.0 

30.00 

11.27 


B. APPROXIMATE BALANCE EQUILIBRATOR 

111. When space limitations preclude the 
installation of a perfect balance equilibrator, 
one must be desi$rned that will closely approx¬ 
imate the ideal. To illustrate the procedures 
employed in this case, figure 46 is again used, 
but this time 


W, = 2,000 lb 
Rt = 18.0 in. 

= 3° 28'. 

The weight moment can be calculated from 
Equation (5) 

Af„ = Wi Rt cos <f>, lb-in. 


«- = P, 

* = 115°, when <^ = 0, 
and = 3° 28'. 

Geometry 

From Equation (2), 

= c* + iJ* — 2cR cos ♦ 


Spring Analysis 

113. The characteristics of the springs are 
determined by equating the equilibrator and 
weight moments at 0° and 55° elevation, and 
then solving for the spring rate. For this 
analysis, two concentric springs are consid¬ 
ered, where the inner one supports 40 per¬ 
cent of the outer spring load. The total spring 
loads at 0° and 55° elevation are, respectively: 


= 1467.5 — 882.8 cos ♦. 

From Equation (3), 

r — cR sin ir/Lt 
= 441.3 sin */Lt 
♦ = *0 — = 115° — e. 

Weight Moment 

112. The tipping parts of this hypothetical 
weapon weigh 2,000 lb and the dimensions 
conform to figure 46. The known dimensions 
are: 


and 



35900 

9.32 


= 3852 lb. 


F., 



= 1576 lb, 

11.93 


Values for and r were obtained from the 
table entitled Moment Arm Calculations and 
from paragraph 118, respectively. 


114. The portion of these loads borne by 
the outer spring, therefore, are 

F 

F, = —ll- = 2752 lb, 

1.4 
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1.4 


= 1126 lb. 


116. To compute the maximum spring 
stress, the maximum deflection and maximum 
load must first be determined. 


The corresponding spring deflection is Maximum deflection: 


aL = Z/o — Z ,55 — 10.8T in, 


which yields the spring rate: 

K, = —^ = 149.5 Ib/in. 

® aL 

For convenience Lo is selected to be the equi- 
librator length when 0 equals zero ratiier 
than when <i> equals zero. (Reference para¬ 
graph 25.) 

115. The procedure and relationships, out¬ 
lined in bibliography reference 5, are used to 
determine other parameters of the spring. 
Assume that the mean diameter of the spring 
should be 


D = 5.25, 

and also assuming that the allowable stress 
in the spring wire at 0° elevation is 

T* = 120000 psi. 


Then the wire diameter is given by: 

2.55 F.,D 

d« =-1— 

u 

_ 2.55 X 2752 x5.25 
“ 120000 

= 0.303, (bibliography reference 7) 

d= 0.671 in.; 
and the number of coils by: 


N = 


SGd* 

18.4 X 11.5 X 10« X 0.2027 
8 X 2752 X 144.7 

13.5, (bibliography reference 7) 


where S = deflection of the assembled 
spring 

= F,yK, = 2752/149.5 = 18.4 in. 

G = torsion modulus of rigidity 
= 11.5 X 10« psi. 

(bibliography reference 7) 


S* = S -I- (L_» - L«) = 18.40 -f- 0.79 

= 19.19 in. 


Maximum load (at —5° elevation): 

F» = = 149.5 X 19.19 = 2869 lb. 


Therefore, the maximum stress: 


T = 


2.55 FJ) 
d» 


= 127000 psi. 


(bibliography reference 7) 


The curve (page 23 of bibliography reference 
25) for alloy steel wire heat treated after 
coiling, shows that the maximum design 
stress for a wire of 0.67 in. diameter is 
132,000 psi, rendering the calculated stress 
of 127,000 psi acceptable. 

117. The characteristics of the inner 
spring are found in the same manner as 
shown above. Since the inner spring is known 
to support 40 percent of the outer spring 
load, the loads borne by the inner spring at 
0° and 55° elevation are, respectively: 


F., = 0.4F., = 1100 lb 


F,^ = 0.4F.^ = 4501b, 


and the spring rate. 



650 

10.87 ” 


59.8 Ib/in. 


Assume that the mean diameter (D) of the 
inner spring = 3.5 and that the maximum 
allowable stress is 120,000 psi. Then the wire 
diameter will be 


d» = 


2.55 Fi^D 

Ta 


2.55 X 1100 X 3.25 
120000 


= 0.076, 


d = 0.424 in. 

The number of coils required: 

SGd* 

8F,,Z)» 

_ 18.4 X 11.5 X 10« X 0.0323 _ jg j 
“ 8 X 1100 X 42.875 
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where 

S 


£il 

K., 


1100 

59.8 


= 18.4 in. 


deflection of the assembled spring. 


Maximum deflection:. 

Sm = S -f- (L—t — Lo) 

= 18.4 + .79 = 19.19 in. 

Maximum load (at —5° elevation): 

= K, = 59.8 X 19.19 = 1147 lb. 


Maximum stress 

2.55 FJ) 


135000 psi. 


Bibliography reference 5, page 28, shows 
that the maximum design stress for alloy 
steel wire heat treated after coiling is 154,000 
psi for a diameter of 0.42 in. 

118. It remains to compute the perform¬ 
ance of the double spring. The total spring 
rate: 


K. = 149.5 -I- 59.8 = 209.3 lb-in. 
Spring force on the rod: 

F. = K,(S- L) lb, 

where S = 18.4 = spring deflection at 0* 
elevation 

aL = Lo — = equilibrator stroke. 


The equilibrator moment, when friction is 
neglected, is 

Mt = F,r lb-in. 

and the unbalanced moment: 

T, = M, — Mu lb-in. 

The spring performance calculations are as 
follows: 


$ 

A 

S 

F. 

r 

Me 

Mw 

T. 

—b 

— 0.79 

19.19 

4016 

8.75 

85100 

86000 

—900 

0 

0 

18.40 

3853 

9.82 

85900 

85900 

0 

10 

1.78 

16.67 

8489 

10.86 

86100 

85000 

1100 

20 

8.60 

14.80 

8098 

11.19 

84700 

83000 

1700 

30 

5.61 

12.79 

2677 

11.79 

81600 

80000 

1600 

40 

7.70 

10.70 

2240 

12.11 

27100 

26100 

1000 

45 

8.76 

9.64 

2018 

12.16 

24500 

28900 

600 

50 

9.82 

8.58 

1796 

12.09 

21700 

21400 

800 

55 

10.87 

7.58 

1576 

11.98 

18800 

18800 

0 

60 

11.90 

6.50 

1860 

11.66 

15800 

16100 

—300 

65 

12.90 

5.50 

1151 

11.27 

18000 

18200 

—200 


119. The problem is not complete because 
friction has not yet been considered. The 
method of calculating friction in the bearings 
follows the procedures as for the pneumatic 
t}i)e in paragraphs 101, 102, and 108, and 
n^ not be repeated here. 
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GIOSSARY 


An^ of Elevation — the ans^e between the 
center line of the bore and the horizontal 
^en the weapon is resting on a horizontal 
plane. 

ArdOery, Flzed — artillery mounted on a per¬ 
manent foundation, thus not readily trims- 
ported. 

Artillery, Mobile — artillery mounted on con¬ 
veyances and readily transported. 

Belleville Springs — cupped, washer-type 
springs. 

Carriage, Gun — a gun mount equipped with 
wheels for traveling; wheels are not removed 
from the mount when it is in the firing 
position. 

Carriage, Top — primary structural unit of a 
weapon; it supports the tipping parts and 
moves with the cradle in traverse. 

Cradle —the nonrecoiling structure of a 
weapon which houses the recoiling parts and 
rotates about the trunnions to elevate the 
gun. 

Cradle Trunnions — cylindrical structure of 
the cradle which rotates in the elevating 
bearings as the gun is elevated. 

Depress —the process of lowering the gun 
toward its horizontal positi<Hi. 

Depression — the angle that the gun can be 
lowered below its horizontal position. 

Elevating Gear —the gear which moves the 
tipping parts in elevation. 

Elevating Mechanism — the ssrstem which con¬ 
trols and moves the tipping parts. 


Elevating Range —the angular distance 
through which the tipping parts move from 
the minimum to ^e maximum angle of ele¬ 
vation. 

Elevating System Brakes — a brake unit which 
prevents the tipping parts from moving after 
the elevating mechanism ceases to operate. 

Elevation — the process of raising the gun 
through the elevating range. 

Emplacement — the process of positioning the 
weapon for firing. 

EquBibrator — the force-producing mecha¬ 
nism whose function is to provide a moment 
about the cradle trunnions equal and opposite 
to that caused by the muzzle preponderance 
of the tipping parts. 

Equilibrator, Chain>Type — an equilibrator 
which transmits its force to the tipping parts 
by means of a chain; it usually is ^ed rigidly 
to the top carriage. 

Equilibratw, Hydropneumatio-Type — an equi¬ 
librator operated by a hydraulic fluid which 
is subject to pneumatic pressure. 

Equilibrator, Pivot-Type — an equilibrator 
wUch transmits its force to the tipping parts 
with a piston rod; it is pivoted at both ends 
and maintains ito alignment by rotating 
about the pivots. 

Equilibrator, Pneumatic-Type — an equilibra¬ 
tor which derives its force from compressed 
gas applied to a piston. 

Equilibrator, Pull-Type —an equilibrator 
whose force is applied in the direction which 
tends to draw its attachment points toward 
each other. 
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Equilibrator, Push-Type —an equilibrator 
whose force is applied in the direction which 
tends to force its attachment points away 
from each other. 

Equilibrator, Spring-Hydraulic-Type — an equi¬ 
librator operated by springs and controlled 
by hydraulic pressure. 

Equilibrator, Spring-Type — an equilibrator 
which derives its force from a coil spring. 

Equilibrator, Telescoping-Type — an equilibra¬ 
tor whose moving parts consist of two con¬ 
centric cylinders having an action similar 
to the sliding tubes of a telescope. 

Firing Cycle — the sequence of activity when 
a gun is fired; in-battery, load, fire, recoil, 
counterrecoil, buffing, ejection of cartridge 
case, in-battery. 

Ground Clearance — the space between the 
breech and ground at the end of recoil at 
highest angle of elevation, also referred to 
as the under-carriage clearance when trav¬ 
eling. 

Cun — weapon consisting of a tube through 
which projectiles are discharged by the gases 
generated by a rapidly burning powder. 

Cun Assembly — usually considered as the 
tube, breech housing, and breechblock. 

Housing, Spring —the structure which con¬ 
tains a spring. 

In-Battery Position —the position of the re¬ 
coiling parts of a weapon prior to firing. 

Launcher, Guided Missile — the structure 
which supports and aims a guided missile 
during launching. 

Launcher, Rocket — the structure which sup¬ 
ports and aims a rocket during launching. 

Leakage Factor — the ratio of the radial pres¬ 
sure of a packing to the maximum fluid pres¬ 
sure. 

Loading Angle — the angle of elevation spec¬ 
ified for loading weapon with ammunition. 


Moment, Equilibrator — the moment produced 
by the equilibrator force about the cradle 
trunnions. 

Moment, Weight —the moment produced by 
the weight of the tipping parts about the 
cradle trunnions. 

Muzzle Preponderance — the unbalance of the 
tipping parts; same as the weight moment. 

Packing —a seal which converts axial pres¬ 
sure to radial pressure to preclude passage 
of fluid past two moving surfaces. 

Pressure, Absolute — gage pressure plus at¬ 
mospheric pressure. 

Pressure Factor —the ratio of the resulting 
radial pressure of a packing to the applied 
lateral pressure. 

Pressure, Gage — pressure of a vessel beyond 
atmospheric pressure. 

Recoil Cycle — the sequence of activity after 
the gun is fired — recoil, counterrecoil, buff. 

Recoiling Mass —the mass of the recoiling 
parts of a weapon. 

Recoiling Parts — tube, breech housing, 
breechblock assembly and parts of recoil me¬ 
chanism that move during recoil. 

Stability —a condition generally associated 
with a slender structural member whose limit 
in compression is less than the yield point 
of the material. A compressive stress above 
this limit will cause failure and collapse of 
the structure. 

Stuffing Box —the exit chamber of a piston 
rod containing packings and bearings. 

Temperature Adjuster — a device on pneumatic 
and hydropneumatic equilibrators which com¬ 
pensates for changes in equilibrator force 
caused by changes in temperature. 

Tipping Parts — the assembled structure of a 
weapon which rotates about the cradle trun¬ 
nions as it is being elevated. 
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A 

Accumulator, P75 

Adjustment 

control-valve, PS7 

linkage, P37 

moment arm, P78 

phase relation, P36 

pressure control, method of, P81 

semiautomatic, P83 

temperature change, P78, P91 

Approximate balance 

azimuth equilibrator, P38 
clock spring equilibrator, P35 
general equation, P26 

Azimuth equilibrator 

need for, P5 

torque, weight moment, P38 
unlevel terrain adjustment, P39 


E 

Elevation 

angle of, P25 
equations for, P-47, PU9 
power, PJ!f9 

pressure and temperature change, P77 
radial force, spring force, P71 
rod bending moment, P67 
spring equilibrator, PU2y PU3, PUU 
torsion bar equilibrator, P32y P3U 

Equilibrators 

azimuth, P5 
length of, P25 
materials for, P88y P89 
placement of, P25 
purpose of, P3 
selection of, PH 
types of, P8, PH 


B 

Balance, See Approximate balance 
Bearing torque, calculated, PlOl 
Belleville springs, P7-4 


C 

Cam 

radii of, P87 
tipping parts, P83 

Chain linkage, tension of, P3i 
Clock spring equilibrator, P9 
Coil spring equilibrator, P9 
Cylinder 

circumferential stress, P64. 
damaged, P93 
honing of, P90 
pneumatic equilibrator, PlO 

D 

Depresssion 

equations for, PA6, P48, P50 
manual, P^S 
power, P50 


F 

Friction 

equations for, P22, Pi7, PU8 
packing, P20 

pneumatic and hydropneumatic 
equilibrator, P20 
spring equilibrator, PU3 

G 



Gage, oil level, P86 

Gas pressure 

equations for, P5P, P60 

isothermal changes, affect on, P51, P53 

pneumatic equilibrator, P60 

Gas volume, determination of, P97 

H 

Heat sink, PU9 

Hydraulic fluid, P61 

Hydropneumatic equilibrator 
calculating variables, PU6 
general discussion of, Pll 
manual depression of, PU8 
manual elevation of, P-47 
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L 

Leakage factor, P21 
Linkage 

clock spring equilibrator, P35 
phase adjustment, P36 

Lubrication, P68, P9U 

M 

Maintenance, P91y P92, P93 
Manual depression, See Depression 
Manual elevation, P47 
Missile launchers, equilibrators for. Pi. 
Moment arm 

changes in, determined, P79 
sample calculations, P95 

Muzzle preponderance 
calculated, Pl8 
defined, P2 

f 

Packing 

assembly, P71 
chevron, P73 
friction, PlOO 

Phase adjustment 
linkage of, P36 

mathematical formulas for, P37 
Piston rod 

bending moment, P66^ P67 
sample calculation. Pi 02 

Pneumatic equilibrator 

calculating variables, Pi6 
cylinder, piston of, PlO 
gas volume of, P59 
manual depression of, Pi8 
manual elevation of, Pi7 
power depression of, P50 
power elevation of, Pi9 

Polytetrofluoroethylene, P72 
Power depression. See Depression 


Power elevation. See Elevation 
Pull type equilibrator, P6 
Push type equilibrator, P6 

R 

Rod force, sample calculation, PlOO 

S 

Spring equilibrator 

spring rate, size, and moment, Pi2, PiS 
types of, P8, P9 

Spring 

Belleville, P7i, P7i 
buckling of, P57 
characteristics of, P27 
compression of, P55 
concentric, P5i 

constant, determination of, P30 
energy of, P27 
mechanical. Pi5 
rate of, P26 

T 

Tanks, P75 
Teflon, P72 
Terminal stress, P68 
Tipping parts, P17 

Torsion bar 

assembly of, P33y P3i 
equilibrator, P9 

deflection, allowable stress of, P33 
linkage of, P31y P3i 
rigidity of, P32 

W 

Weight moment 

general equations for. Pi 8 
packing friction of, P20y P22 
problems of, P2 
sample calculations, P96 
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ENGINEERING DESIGN HANDB00iU> 


Listed below are the Handbooks which have been published or are currently under preparation. Handbooks with publica¬ 
tion dates prior to 1 August 1962 were published as 20-series Ordnance Corps pamphlets. AMC Circular 310-38, 19 July 
1963, redesignated those publications as 706-series AMC pamphlets (e.g., ORDP 20-138 was redesignated AMCP 706-138). 

All new, reprinted, or revised Handbooks are being published as 706-series AMC pamphlets. 


No. Title 

100 * Design Guidance for Producibility 

104 • Value Engineering 

106 Elements of Armament Engineering, Part One, 

Sources of Energy 

107 Elements of Armament Engineering, Part Two, 

Ballistics 

108 Elements of Armament Engineering, Part Three, 

Weapon Systems and Components 

110 Experimental Statistics, Section 1, Basic Con¬ 

cepts and Analysis of Measurement Data 

111 Experimental Statistics, Section 2, Analysis of 

Enumerative and Classificatory Data 

112 Experimental Statistics, Section 3, Planning 

and Analysis of Comparative Experiments 

113 Experimental Statistics, Section 4, Special 

Topics 

114 Experimental Statistics, Section 5, Tables 

115 Basic Environmental Concepts 

116 • Basic Environmental Factors 

120 •Design Criteria for Environmental Control of 

Mobile Systems 

121 Packaging and Pack Engineering 

123 • Hydraulic Fluids 

125 Electrical Wire and Cable 

127 • Infrared Military Systems, Part One 

128(S) • Infrared Military Systems, Part Two (U) 

130 Design for Air Transport and Airdrop of 

Materiel 

134 Maintainability Guide for Design 

135 ‘Inventions, Patents, and Related Matters 

136 Servomechanisms, Section 1, Theory 

137 Servomechanisms, Section 2, Measurement and 

Signal Converters 

138 Servomechanisms, Section 3, Amplification 

139 Servomechanisms, Section 4, Power Elements 

and System Design 

140 Trajectories, Differential Effects, and Data 

for Projectiles 

145 •Dynamics of a Tracking Gimbal System 

150 Interior Ballistics of Guns 

160(S) Elements of Terminal Ballistics, Part One, 

Kill Mechanisms and Vulnerability (U) 

161(S) Elements of Terminal Ballistics, Part Two, 

Collection and Analysis of Data Concerning 
Targets (U) 

162(S-RD) Elements of Terminal Ballistics, Part Three, 
Application to Missile and Space Targets (U) 
165 Liquid-Filled Projectile Design 

170(C) Armor and Its Application to Vehicles (U) 

175 Solid Propellants, Part One 

176(C) Solid Propellants, Part Two (U) 

177 Properties of Explosives of Military Interest 

178(C) t Properties of Explosives of Military Interest, 
Section 2 (U) 

179 Explosive Trains 

180 ‘Principles of Explosive Behavior 

185 Military Pyrotechnics, Part One, Theory and 

Application 

186 Military Pyrotechnics, Part Two, Safety, 

Procedures and Glossary 

187 Military Pyrotechnics, Part Three, Properties 

of Materials Used in Pyrotechnic Compositions 

188 •Military Pyrotechnics, Part Four, Design of 

Ammunition for Pyrotechnic Effects 

189 Military Pyrotechnics, Part Five, Bibliography 

190 •Army Weapon System Analysis 

195 ‘Development Guide for Reliability, Part One 

196 ‘Development Guide for Reliability, Part Two 

197 ‘Development Guide for Reliability, Part Three 

198 ‘Development Guide for Reliability, Part Four 

199 ‘Development Guide for Reliability, Part Five 

200 ‘Development Guide for Reliability, Part Six 

201 ‘Rotorcraft Engineering, Part One, Prelimi¬ 

nary Design 


No. Title 

?02 • Rotorcraft Engineering, Part Two, Detail 

Design 

203 • Rotorcraft Engineering, Part Three, Qualifi¬ 

cation Assurance 

205 • Timing Systems and Components 

210 Fuzes 

211(C) Fuzes, Proximity, Electrical, Part One (U) 

212(S) Fuzes, Proximity, Electrical, Part Two (U) 

213(S) Fuzes, Proximity, Electrical, Part Three (U) 
214(S) Fuzes, Proximity, Electrical, Part Four (U) 

215(C) Fuzes, Proximity, Electrical, Part Five (U) 

235 ‘ Hardening Weapon Systems Against RF Energy 

239(S) ‘Small Arms Ammunition (U) 

240(C) Grenades (U) 

241 (S) ‘Land Mines (U) 

242 Design for Control of Projectile Flight 

Characteristics 

244 Ammunition, Section 1, Artillery Ammunition-- 

General, with Table of Contents, Glossary 
and Index for Series 

245(C) Aimunition. Section 2, Design for Terminal 

Effects (U) 

246 t Ammunition, Section 3, Design for Control of 

Flight Characteristics 

247 Ammunition, Section 4, Design for Projection 

248 t Ammunition, Section 5, Inspection Aspects of 

Artillery Ammunition Design 

249 Ammunition, Section 6, Manufacture of Metallic 

Components of Artillery Ammunition 

250 Guns—General 

251 Muzzle Devices 

252 Gun Tubes 

255 Spectral Characteristics of Muzzle Flash 

260 Automatic Weapons 

270 Propellant Actuated Devices 

280 Design of Aerodynamically Stabilized Free 

Rockets 

281(S-RD) Weapon System Effectiveness (U) 

282 t Propulsion and Propellants 

283 Aerodynamics 

284(C) Trajectories (U) 

285 Elements of Aircraft and Missile Propulsion 


286 

Structures 


290(C) 

Warheads—General (U) 


291 

Surface-to-Air Missiles, Part 
Integration 

One, System 

292 

Surface-to-Air Missiles, Part 
Control 

Two, Weapon 

293 

Surface-to-Air Missiles, Part 

Three, Computers 

294(S) 

Surface-to-Air Missiles, Part 
Armament (U) 

Four, Missile 

295(S) 

Surface-to-Air Missiles, Part 
measures (U) 

Five, Counter- 

296 

Surface-to-Air Missiles, Part 
and Power Sources 

Six, Structures 

297(S) 

Surface-to-Air Missiles, Part 
Problem (U) 

Seven, Sample 

327 

Fire Control Systems—General 


329 

Fire Control Computing Systems 

331 

Compensating Elements 


335(S-RD) ‘Nuclear Effects on Weapon Systems (U) 

340 

Carriages and Mounts--General 


341 

Cradles 


342 

Recoil Systems 


343 

Top Carriages 


344 

Bottom Carriages 


345 

Equi libra tors 


346 

Elevating Mechanisms 


347 

Traversing Mechanisms 


350 

Wheeled Amphibians 


355 

The Automotive Assembly 


356 

Autonx)tive Suspensions 


357 

Automotive Bodies and Hulls 



• UNDER PREPARATION — not available at present — will be announced when printed. 
t OBSOLETE - out of stock or replaced by another handbook. 
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DISTRIBUTION POLICIES OR REQUISITION PROCEDURES FOR THE HANDBOOKS 


1- Handbooks published as AMCP 706-Pamphlets 
are in the series of publications within the U.S- 
Army Materiel Command (AMC) internal publica¬ 
tion system and deal with engineering technologies. 
These Handbooks are for the special use of the 
design engineers and scientific personnel, both 
military and civilian, in Government and/or in¬ 
dustry, engaged in research, design, and develop¬ 
ment of Army equipment, materiel, components, 
and techniques. These Handbooks may be assign¬ 
ed to specific users or placed in a library for open 
circulation. 

2* The Handbooks are readily available to all 
elements of AMC, including personnel and con¬ 
tractors having a need and/or requirement. The 
Army Materiel Command policy is to release these 
Engineering [)esign Handbooks to other DOD ac¬ 
tivities and their contractors and to other Govern¬ 
ment agencies in accordance with current Army 
Regulation 70-31, dated 9 September 1966. Pro¬ 
cedures for acquiring these Handbooks follow: 

a. Activities within AMC and other DOD 
agencies order direct on an official form from: 

Commanding Officer 
Letterkenny Army Depot 
ATTN: AMXLE-ATD 
Chambersburg, Pennsylvania 17201 

b. Contractors who have Department of 
Defense contracts should submit their requests 
through their contracting officer with proper 
justification to: 

Commanding Officer 
Letterkenny Army Depot 
ATTN: AMXLE-ATD 
Chambersburg, Pennsylvania 17201 

c. Government agencies other than DOD 
having need for the Handbooks may submit their 
request directly to: 

Commanding Officer 
Letterkenny Army Depot 
ATTN: AMXLE-ATD 
Chambersburg, Pennsylvania 17201 

or 

Commanding General 
US Army Materiel Command 
ATTN: AMCAD-PP 
Washington, D. C. 20315 

d. Industries not having Government contracts 
(this includes colleges and universities) must for¬ 
ward their requests to: 

Commanding General 
US Army Materiel Command 
ATTN: AMCRD-TV 
Washington, D. C. 20315 


e. All foreign requests must be submitted 
through the Washington, D. C. Embassy to: 


Assistant Chief of Staff for Intelligence 
Foreign Liaison Office 
Department of the Army 
Washington, D. C. 20315 

3. All requests, other than those originating with¬ 

in DOD, must be accompained by a valid justifi¬ 
cation. < 

4. *^ Related Publications Generally Available. 
Order directly from: 

a. Clearinghouse for Federal Scientific & 
Technical Information, 2585 Port Royal 
Road, Springfield, Virginia 22151 

Servomechanisms, Sec 1 PB 171 480 $3.50 

Servomechanisms, Sec 2 PB 171 481 2.75 

Servomechanisms, Sec 3 PB 171 482 3.50 

Servomech'anisms, Sec 4 PB 171 483 3.00 

b. Superintendent of Documents, U.S. 

Government Printing Office, Washington, 

D.C 20402 


Experimental Statistics, NBS Hand¬ 
book 91 $4.50 

Electromagnetic Inspection, Quality 
and Reliability Assurance Hand¬ 
book H-54 ' 1.25 

c. Naval Publications and Forms Center, 
5801 Tabor Avenue, Philadelphia, 
Pennsylvania 19120 


Radiography, Quality 
Handbook H-55 
MIL-HDBK-149 

MIL-HDBK-212 

MIL-HDBK-691 (MR) 
MIL-HDBK-692 

MIL-HDBK-693 (MR) 

MIL-HDBK-694A(MR) 

MIL-HDBK-695 

MIL-HDBK-696 

MIL-HDBK-697 (MR) 
MIL-HDBK-698 (MR) 
MIL-HDBK-699 

MIL-HDBK-700 (MR) 
MIL-HDBK-721 (MR) 

MlL-HDBK-722 
MIL-HDBK-723 (MR) 


and Reliability Assurance 


Rubber and Rubber-Like 
Materials 

Gasket Materials (Non- 
metallic) 

Adhesives 

Guide to Selection of Rubber 
0-Rings 

Magnesium and Magnesium 
Alloys 

Aluminum and Aluminum 
Alloys 

Rubber Products: Shelf 
Storage Life 

Plastic Coating Compound, 
Strippable, Hot and Cold Dip 
Titanium and Titanium Alloys 
Copper and Copper Alloys 
Guide to SpeciHcations for 
Flexible Rubber Products 
Plastics 

Corrosion and Corrosion 
Protection of Metals 
Glass 

Steel and Wrought Iron 
Pr^ucts 
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